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The popular, ever-widening appeal of the FTR Handbook of Tube 
Operation has been due, in large measure, to the simplicity of its 
descriptions, its great practicality, its factual content, and absence of 
the essentially theoretical. These qualities have resulted in raising 
an ordinary industrial treatise to the stature of a standard technical 
reference work. 

The Federal Handbook of Tube Operation, of which this is the second 
edition, is designed to assist readers who would study the problems 
relating to the efficient and satisfactory operation of tubes in service. Its 
purpose is to develop a broader technical understanding of Transmit- 
ting and Rectifying Tubes, their characteristics, functions, applications. 

Federal Telephone and Radio Corporation, now on the threshold of 
its 37th year, has pioneered in the development and manufacture of 
vacuum tubes since the earliest days of the industry. It is a matter 
of record that Federal’s contributions to research, design, engineering, 
method and performance, especially during the war, have achieved the 
distinction of international recognition. 



LONGER TUBE LIFE 


TONGER tube life means lower tube costs. 

Find a way to increase the useful life of tubes in 
your equipment and the unit cost per hour of operation 
drops accordingly. 

Many factors enter into the life of tubes. Of these the 
following are most apparent: 

1. Filament voltage 

2. Plate voltage 

3. Operating temperature 

4. Amount and nature of residual gas in tube 

5. Number of times current is turned on and off 

6. Fatigue of metal parts 

FILAMENT VOLTAGE VS. FILAMENT LIFE 


Tubes are designed to provide a certain amount of 
emission at certain input voltages. Obviously, if the 
whole amount of emission designed into the tube is not 
required it becomes possible for the user to obtain more 
than the life expectancy provided for in the design of the 
filament. 

For the same reason as shown by the curves an increase 
in tube life resulting from a decrease in filament voltage 
must be accompanied by a decrease in the available emis- 
sion. The relationship of emission and theoretical filament 
life appears in the curves. Reductions in filament voltages, 
therefore, are recommended only in conjunction with re- 
liable distortion measurements because of the possible flat- 
tening of positive peaks. 


Fortunately the first mentioned factor, that of filament 
voltage, can be controlled. As illustrated by the curves on 
the following page an extremely small change ‘in filament 
voltage results in a considerable change in filament life. The 
possibility of increasing tube life by reducing filament voltage 
and consequently filament temperature is the result of the 
fact that bright tungsten filaments may be operated at com- 
plete saturation. In other words peak currents amounting in 
value to the total emission available may be drawn contin- 
uously without damage to the filaments. 

Obviously, the curves show theoretical filament life 
based on normal evaporation of filaments and apply to 
bright tungsten filaments such as are generally used in 
water cooled tubes. While they may not hold for every 
installation the ratios or relationships may be considered 
an average for a large number of tubes. 

Note that the increase in life obtainable is considerable 
even at slightly reduced filament voltages. For the same 
reason a correspondingly large reduction in life results 
from even slightly increased filament voltages. 

ACTUAL SAVINGS MADE POSSIBLE 

This may be shown in still another way and will serve 
to point out the savings made possible by reducing filament 


voltages. 

Filament Total Hours Unit Cost 

Voltage of Useful Life Per Hour 

90% 400% 25% 

95% 194% 52% 

Normal 100% 100% 100% 

105% 50% 200% 

110% 26% 415% 


In other words, let us take a typical example. Let us 
suppose a tube has a rated filament voltage of 20 Volts 
and theoretical average life expectancy of 4000 hours. Let 
us assume further that the tube costs the station $400.00. 
If the tube were operated with 20 Volts on the filament 
the life expectancy would be 4000 hours and the cost of 
operation would be ten cents per hour. Now let us assume 
that this same tube could be operated at 90% of the rated 
filament voltage. The theoretical average life expectancy 
would be increased to 16,000 hours and the unit cost of 
operation would be reduced to two and one half cents per 
hour. 


THORIATED TUNGSTEN FILAMENTS 

In the case of thoriated tungsten filaments -such as are 
commonly used in transmitting tubes of intermediate sizes, 
these are operated at temperatures of such degree that 
evaporation is negligible. This means that the life of the 
tube is not controlled by the reduction of the tungsten wire 
and cannot be extended by operation at reduced voltage as 
in the case of the water cooled tubes. 

In thoriated tungsten filaments the source of emission 
is a layer of thorium on the filament surface. During oper- 
ation the thorium in this layer is constantly being removed 
by evaporation and bombardment and is constantly being 
replenished from within the wire. In order to maintain 
the balance between the loss and replacement of an active 
layer of thorium, therefore, requires operation within a 
comparatively narrow range of temperature. 

Unusually short life may result, from the operation of 
thoriated filaments much below or much above rated values. 
In consequence, it is essential that the filament voltage be 
maintained at all times within the specified tolerances pro- 
vided in the ratings of the various types of tubes. 

This is highly important in the prolongation of the life 
of these tubes. Within the narrow range of temperature 
just mentioned the emission available is quite critical with 
respect to filament voltage. This is seen in the fact that 
a reduction of only 1 % in voltage causes a loss of approxi- 
mately 5% in emission. 

Unlike bright tungsten filaments, thoriated tungsten 
filaments should never be operated at or near saturation. 
In other words, the peak currents drawn should not exceed 
more than one half of the maximum of which the filament 
is capable of emitting. These filaments are, therefore, de- 
signed to provide at least double the emission that would 
be needed in any normal class of operation. 

MERCURY VAPOR TUBES 

Mercury vapor rectifier tubes with oxide coated filaments 
are designed to operate at specific temperatures. Here 
again very short life may result from operating these tubes 
either hotter or colder than the temperature specified. In 
order to get the most out of these tubes, therefore, it is 
essential that the filament voltage be maintained within 
the range specified for any given type. 
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SFXONDARY EMISSION 


in 

TRANSMITTING TUBES 

INTRODUCTION 


OECONDAR'l emission in man> instances has a definite bearing upon station operation. Since this phenomenon taking 
^ place inside the tube reacts in such cases upon the transmitter circuit, it cannot be wholly ignored by the engineer in 
charge. The purpose of this brief summary, therefore, is to describe secondary emission in its relation to the problems of 
the engineer who is striving for maximum efficiency in his equipment. 


WHAT IS SECONDARY EMISSION 

Described in the simplest terms, secondary emission 
may be defined as the ejection of electrons from either a 
metallic or non-metallic body resulting from the impact 
Ilf bombarding electrons impinging upon and entering its 
surface. 
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Fig. 1 

Illustration of J’ariation of Vacuum Tube Characteristics 
by Grid Secondary Emission 

indicates tube ivith tow secondary emission 

indicates tube with very high secondary emission 

Secondary emission occurs for impinging electron ener- 
gies of approximately 10 volts or more. Its intensity in- 
creases from a minimum at this voltage to a maximum at 
500 to 600 volts for most materials. While the ratio of 
the number of secondary electrons to primary electrons 


may be much less than unity for impinging electrons of 
low energy, it may be as high as 10 for bombarding elec- 
trons of 500 volts. The mean energy of the emitted elec- 
trons is very much lower than that of the primary electrons, 
attaining a maximum value of approximately 10 volts for 
high energy primaries. 

It is interesting to note that secondary emission charac- 
teristics are not affected by temperature so long as there is 
no physical transformation such as crystal structure change, 
film evaporation, etc., resulting from temperature condi- 
tions. Incidentally, the angle of incidence of impinging 
electrons results in a considerable variation in intensity 
of secondary emission. 

EFFECTS ON TUBE CHARACTERISTICS 

While the effects of secondary emission on tube charac- 
teristics and design are even more important in tetrodes 
and pentodes, a description of these effects in the case of 
triodes will serve as a satisfactory example. 

As stated previously, secondary electrons may he emitted 
from either a metallic or non-metallic body. Consequently, 
in triodes these may be emitted from either the plate or 
grid structures and in some instances from the glass en- 
velope or other insulating material. From a practical 
standpoint, consideration need be given in this case only 
to secondary emission from the electrodes and even this 
becomes of importance only when the electrode potential 
differences are such as to cause secondary emission cur- 
rents to flow. 

In the case of a diode, for example, while secondary 
emission may occur from the plate, the high positive po- 
tential of the anode with respect to the cathode prevents 
any of the low energy secondary electrons from escaping. 
Thus in the diode the net result is simply a negligible 
lowering of the effective anode potential by the negative 
space charge due to the bound secondary electron cloud. 

This is very different, however, in a triode when second- 
ary emission is flowing from the positive plate. In this 
case a secondary electron current will flow from the posi- 
tive plate when the grid is at a higher positive potential, 
altering considerably the normal grid current distribution. 
Since in normal operation as an oscillator or amplifier the 
grid seldom becomes positive with respect to the plate, 
this condition is of interest only in dynatron oscillator or 
“frequency multiplier” operation. 
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electron current. This effect may become cumulative and 
the heat due to the energies of the bombarding electrons 
may become sufficient to melt the glass with consequent 
failure of the tube. It follows, therefore, that transmitting 
tubes must be carefully designed so as to shield the envel- 
ope and other inactive surfaces from such stray electron 
bombardment. 

INFLUENCE ON TRANSMITTER CIRCUIT 

Among the advantages of secondary emission is the re- 
duction of instantaneous grid current values. This ob- 
viously produces a corresponding reduction in the required 
drive power for a given power output. This follows im- 
mediately from the expression for grid excitation power 
of radio frequency amplifiers and oscillators as developed 
by Thomas', Pg=Eg Ic, where Eg is the peak value of the 
AC driving voltage and Ic is the average value of the grid 
current. 

It should be noted in passing that in calculating grid 
excitation power by the Wagener'" method in which Pg is 
taken equal to the maximum average grid current 
value times the peak drive voltage, an apparent value 
higher than that obtained by the Thomas method is given. 
This is due to the fact that the secondary emission effect 
is normally of less intensity at the extreme upper end of 
the dynamic characteristic, i.e., at the minimum attained 
plate voltage. In consequence, in taking the peak instan- 
taneous current and not the average value integrated over 
the entire drive cycle, the negative regions of grid current 
are not taken into account. 

At the same time grid secondary emission can have very 
serious detrimental effects upon a radio circuit since por- 


tions of the Ig-Eg characteristic (Fig. 2) present an effec- 
tive negative resistance to the exciting circuit. Unless this 
circuit is inherently very stable, such a negative resistance 
will require special circuit design to suppress the excitation 
of undesired spurious oscillations. 

Thus in the case of radio frequency amplifiers, normal 
practice in transmitter design is to incorporate a damping 
resistor or network in the grid of the driven tube or the 
plate circuit of the driver. Such a damping resistor shunted 
across the grid circuit may involve an appreciable rise in 
excitation power required since power is absorbed over 
the entire driving cycle. In order to avoid this necessity 
the so-called “dynatron rectifier”'' (Fig. 3) has come into 
use. This device, since it conducts only over the positive 
portion of the grid voltage cycle, involves considerably less 
loss with the same compensation of the secondary emission 
negative grid resistance. 

Another result is the possibility of serious distortion 
which may be introduced in class B audio frequency am- 
plifiers by secondary emission from the grid. Unless the 
effective series impedance of the grid driving circuit is 
made sufficiently low for frequencies considerably higher 
than the maximum to be amplified, the voltage drop due 
to the flow of grid current will introduce high odd har- 
monic grid voltage components and corresponding distor- 
tion of the output. This is very much aggravated where 
grid secondary emission is pronounced, as in the tube 
characteristic shown in Fig. 2. 

(1) H. P. Thomas, Proc. I.R.E., Pol. 17, June 1929 

(2) IV. C. IVagener, Proc. I.R.E., Vol. 25, January 1937 

(3) G. IV. Fyler, Proc. I.R.E., Vol. 23, September 1935 
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WHY MAXIMUM RATINGS 

for 

TRANSMITTING TUBES 

INTRODUCTION 


J^^AXIMUM ratings for tube operation are established solely with an eye to utmost in performance and long useful 

Contrary to oft expressed belief, they are not arbitrary figures set up by the manufacturer to avoid answering legiti- 
mate questions by users. They are the result of careful analyses and, if properly understood, can be used by the trans- 
mitter engineer to decided advantage. 


WHAT ARE MAXIMUM RATINGS 

First of all, maximum ratings do not represent the full 
capabilities of the best tube made. Quality in production 
and deterioration on the shelf must be considered. Almost 
every engineer at some time or other has set up an ex- 
perimental circuit with a tube operating satisfactorily only 
to find that another tube of the same type failed to do so 
under identical conditions. That individual tubes will 
operate satisfactorily with long life in excess of the manu- 
facturer’s ratings simply serves to prove the case in point. 

Maximum ratings are those within which all tubes of a 
given type should give satisfactory operation and long 
useful life. Why they are necessary at all and how they are 
reached will be covered as briefly as possible in these pages. 


Amplifier 

Operation 

Typical Value 
of 

IPK/IDC 

Max. Value 
of 

IPK/IDC 

Class B-AF or 
Unmodulated RF 

3.14 

3.14 

Class B-RF 
Modulated 100% 

6.28 

6.28 

Class C-RF 
Unmodulated 

5 

* 

Class C-RF 
Modulated 100% 

8 

* 


Fig. 1 

Relations between Peak and Direct Plate Current for 
Various Classes of Tube Operation 

*Refer to Fig. 2, showing iPK/tDC versus Operating Angle 

MAXIMUM PLATE VOLTAGE RATING 

In water cooled tubes we must consider first of all the 
highest instantaneous voltage which may be impressed 
safely between the plate and the other elements. 

Fundamentally, this value would be the voltage at which 
spurious emissions either from soft-x-rays or of spon- 
taneous origin become apparent. Actually, however, be- 
cause no such thing as a perfect vacuum and otherwise 
perfect condition of the internal parts is possible, the 
real value is lower than the theoretical limit. The extent 


of reduction depends upon the tube geometry, the type of 
service for which it is intended and various other con- 
siderations. 

Having arrived at this peak value it becomes necessary to 
know the ratio of crest to DC voltage, since the relation- 
ship between crest voltage during RF and AF cycles and 
the DC value varies with different classes of operation as 
does the maximum permissible DC plate voltage. 

For example, in 100% modulated Class C operation, 
since the instantaneous applied crest plate voltage rises 
to twice the DC plate voltage under carrier conditions the 
maximum permissible value of the latter must be reduced 
to provide safe operation. 

If it should be necessary to operate at plate voltages in 
excess of the maximum where the exact conditions of 
operation are known, an estimate of the effect of the plate 
voltage swing added to the DC supply value will indicate 
the relative safety of such procedure. 

MAXIMUM PLATE CURRENT RATING 

The fundamental limitation on plate current is, of course, 
the total emission available from the filament. In water 
cooled tubes where the filament is bright tungsten the 
total emission may be considered as available. In this 
case, the limit is determined by satisfactory operation 
since no sacrifice in life results from drawing saturation 
currents. In fact as pointed out in Issue Number One of 
TUBES, maximum life is obtained by operation at fila- 
ment saturation. 

The total emission variation from tube to tube is the 
only variable that requires careful consideration in fixing 
the crest value of the current to be drawn. It should be 
pointed out, however, that in normal operation maximum 
grid and plate currents are drawn simultaneously, which 
means that allowance must be made for the former. 

There is a definite relationship between the maximum 
instantaneous current value and the average DC plate 
current which differs for each class of operation (Fig. 1). 
This relationship depends upon the operating angle (usu- 
ally expressed ip electrical degrees) or portion of the 
cycle during which plate current flews. In Class B service 
the angle is fixed for all cases at approximately 180 
electrical degrees but in Class C operation it may vary 
from this value to only a few degrees in width. The curve 
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in Fig. 2 shows the relation between peak conducted cur- 
rent and average DC plate current for reference in analysis 
of Class B or C tube applications. 


MAXIMUM PLATE DISSIPATION RATING 

The plate dissipation rating of water cooled tubes is so 
dependent upon conditions outside of the tube proper and 
beyond the control of the manufacturer that it might 
almost be said to be fairly arbitrary, based as it is never- 
theless upon the effective anode area. Even though a 
material of high thermal conductivity such as copper in 
most cases is used for the anode, practically no CQoling is 
effective outside the area directly bombarded by electrons. 
This is roughly the projected area of the filament on the 
anode. (Fig. 3.) 



Fig. 2 

Ratio of Peak to DC Current ‘versus Operating Angle. 


Since the configuration of the internal elements is not 
readily observed and inasmuch as it will vary considerably 
in different types of tubes, the outside overall anode di- 
mensions cannot be relied upon solely as a basis for deter- 
mining the possible plate dissipation. Most water cooled 
tubes have anodes of such small area that the temperature 
would rise to dangerous values from filament heat alone 
if operated without a proper water cooling system. 

Because of limitations in the thermal conductivity of 
water, satisfactory cooling is dependent upon the velocity 
of the stream flowing over the anode and not upon the 
amount of water surrounding it. A striking fact is that 
the effect of water used in cooling the tube is negligible 
as little as one eighth of oae inch removed from the anode. 

It follows that any scale formation on the anode itself 
will reduce its ability to dissipate heat, resulting both from 


the fact that the scale is a poor conductor and that its 
comparatively rough surface tends to break up the smooth 
sheet of water flowing over the anode and creates pockets 
where localized boiling may occur. 

The effective plate dissipation is taken as the integra- 
tion over a complete RF or AF cycle of the instan- 
taneous power dissipated by the anode. The thermal 
capacity of the anode must be sufficient to accomplish this 
averaging of dissipation peaks. Rated maximum plate dis- 
sipation given for carrier conditions will depend upon the 
type of operation and degree of modulation. Thus, since 
in Class B linear operation maximum anode loss is attained 
with unmodulated carrier, the maximum permissible ef- 
fective plate dissipation rating for the tube applies. On 
the other hand, in Class C plate modulated operation 
where maximum plate loss obtains under 100% modu- 
lation, the maximum plate dissipation rating at carrier is 
only 66% of the maximum effective anode dissipation 
capability of the tube. 

MAXIMUM GRID CURRENT RATINGS 

The limitations placed upon DC grid current are pri^ 
marily for the purpose of avoiding excessive heating of 
the grid structure. Unfortunate though it is, the design 
of a grid is a necessary compromise between its primary 
function of providing an electrostatic field of a given 
strength, polarity and location in the electron stream be- 
tween cathode and anode and the secondary function of 
receiving and dissipating the heat from electrons during 
its positive swings. 

A grid providing the best tube characteristics would 
not be ideal from the standpoint of heat dissipating quali- 
ties. Although the fundamental limitation is in terms of 
watts dissipation the current value is used because it can 
be observed more readily. From the curves of a given 
tube we know how much voltage is required to obtain a 
given current value under any given set of operating 
conditions. Hence, if we take secondary emission effects 
into consideration the grid dissipation is known in terms 
of DC grid current. In addition, the maximum grid and 
maximum plate current must be considered together in 
their relation to the total emission. 

The RF grid current limitation is often ignored. At 
low frequencies such may be considered safe practice as 
the currents likely to be encountered are well below the 
basis of design of water cooled tubes. As frequencies are 
increased, however, it becomes necessary to pay more at- 
tention to the FR loss in the grid lead. In the absence 
of convenient measuring facilities, observations of the 
copper to glass seal may serve as an indication of safe 
operation. A marked change in the color of the seal 
itself would indicate excessive heating from high current 
or from poor electrical contact to the external connection. 

THORIATED FILAMENT AIR COOLED 
TUBES 

While the foregoing applies generally to water cooled 
tubes with tungsten filaments, additional considerations 
apply when we consider air cooled tubes using thoriated 
filaments. 

One obvious factor is that plate voltages are limited to 
lower values because of the necessarily closer spacing of 
the elements in the tube and the greatly reduced distances 
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between terminals. The most important consideration is 
the fact that the thoriated filament is much more sensitive 
to positive ion bombardment than the bright tungsten 
filament. There is no such thing as a perfectly gas free 
vacuum tube. Consequently, the residual molecules of gas 
are ionized by collision with the electrons flowing to the 
plate, resulting in the production of positive ions which 
are accelerated toward any element that is negative with 
respect to the anode. Some of these will, therefore, strike 
the filament and depending on their number and velocity 
will tend to destroy the thin film of thorium from which 
the filament derives its emission. 

As the velocity varies with the potential difference it 
is obvious that higher plate voltages increase the likelihood 
of impaired emission. 



Cross-section of Typical IVater Cooled Triode, 

Of secondary importance are the limitations imposed 
upon the voltage by the insulating spacers commonly used 
as part of the structure of these tubes. Such limitations 
are, of course, dependent upon the dielectric strength of 
the insulating material, upon the creepage distance and 
the operating temperatures. 

A marked difference in the selection of a maximum 
plate current limit is evident between bright tungsten fila- 
ment and thoriated tungsten filament tubes. While the 
former may be safely operated with peak currents equal 
to the total emission, this is not good practice wfith the 


latter. Here the available emission should not be taken 
as more than one half of the measured total emission. 

While bright tungsten emission is a fixed value de- 
pending upon the area and temperature of the filament, 
the emission from a thoriated filament may vary widely 
even in the same tube in the course of its useful life 
and it is not necessarily true that the filament with the 
highest initial emission will have the longest life. These 
considerations lead to the explanation of the fact that an 
experimental set-up can be made where performance far 
above tube ratings appear to be perfectly satisfactory 
while as previously mentioned other tubes of the same 
type under the same conditions give poor performance 
or life. Such tubes are not necessarily defective since 
their performance may result simply from normal varia- 
tions in production. Most important is that they serve to 
emphasize the inadvisability of basing designs on experi- 
ment rather than upon the manufacturer’s ratings. 

In air cooled tubes, the plate dissipation limitations are 
based almost entirely on considerations within the tube. 
Assuming that adequate air circulation is provided for 
external cooling of tube envelope and seals, the design, 
material and processing of the anode itself control the 
amount of wattage it is capable of dissipating. Mere 
observation of the color of the plate is not a safe indica- 
tion upon which to base safe dissipation values. The 
material used and especially the processing in manufacture 
are such important factors that two plates of apparently 
identical design might safely operate at widely different 
temperatures. 

There is no material or process known today that can 
provide a plate completely free of gas. What is done is 
the outgassing of the plate to a given maximum condi- 
tion. It may then be assumed that in subsequent opera- 
tion below that condition gas evolution will be of such 
negligible proportions as to do no harm. 

An important point which may well be stressed in 
operating plates at high temperatures is the fact that these 
will radiate heat inward as well as outward and although 
the plate itself will be able to withstand excessive tem- 
perature without damage or excessive gas evolution, the 
heat radiated to the grid and filament may overheat these 
latter to the extent of damaging the grid or causing the 
filament to run at a temperature outside of its designed 
operating range. 

The same considerations given to RF and DC grid 
current in water cooled tubes may be applied generally 
to air cooled tubes excepting in the case of some of the 
older types of air cooled tubes which have grid lead seals 
designed for low frequency operation. The higher currents 
encountered in high frequency operation naturally require 
the use of tubes specially designed for the purpose. 
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TYPICAL OPERATION DATA 
INCLUDING METHODS OF CALCULATION 


INTRODUCTION 

T ypical operation data for transmitting tubes is published primarily as a guide in selecting tubes to meet specific 
power ratings. Moreover as a means of information to the transmitter engineer, typical operation data is inval- 
uable for circuit and power requirement designs. 

Wherever possible operation data conforms to general practice in the field. It also conforms with power ratings 
approved by the Federal Communications Commission. Operating conditions for a given tube are chosen so that 
the maximum ratings are not exceeded. 


GLASS B R-F POWER AMPLIFIER 

{Carrier conditions per tube for use with modulation 
factor up to i.o) 


Filament Voltage 

20 volts 

D-C Plate Voltage 

17500 volts 

D-C Grid Voltage 

— 430 volts (approx.) 

Peak R-F Grid Input Voltage 

760 volts (approx.) 

D-C Plate Current 

1.55 amperes 

D-C Grid Current 

0.021 amperes 

Driving Power* 

28 watts (approx.) 

Load Impedance 

2780 ohms 

Power Output 

8250 watts (approx.) 


* At crest of A-F cycle 

Fig. I. Typical Operation Data F-iifs-A Transmitting 

Tube 


DEFINITION OF TERMS 

Values for typical operation data are usually tabulated 
as a matter of convenience for ready reference. A short 
definition of the terms used in connection with the value 
given is, therefore, probably in order. 

FILAMENT VOLTAGE. The value given repre- 
sents the voltage that should be maintained across the fila- 
ment terminals of the tube. In certain cases as pointed out 
in Issue Number One of TUBES, the filament voltage 
may be reduced from the value given and increased life 
obtained. For air cooled tubes using thoriated filaments 
the voltage should not vary more than plus or minus 5%. 

DC PLATE VOLTAGE. The DC voltage applied 
to the plate of the tube. 

DC GRID VOLTAGE. The voltage applied to the 
grid of the tube. This value may be obtained by means 
of a grid leak resistor, a cathode resistor, a battery, a gen- 
erator, or a combination of the above. 

PEAK RF GRID INPUT VOLTAGE. The peak 
value of the radio frequency voltage that must be applied 
to the grid of the tube in order to obtain the output 
specified. 

PEAK AF GRID, INPUT VOLTAGE. The peak 
value of the audio frequency voltage that must be applied 


to the grid of the tube in order to obtain the output 
specified. 

ZERO SIGNAL PLATE CURRENT. The aver- 
age value as read on a DC meter in the plate circuit of 
the tube when no signal voltage is applied to the grid 
of the tube. 

MAXIMUM SIGNAL PLATE CURRENT. The 
average value as read on a DC meter in the plate circuit 
of the tube when a maximum amplitude signal is being 
constantly applied to the grid of the tube. The value of 
this signal voltage corresponds to the peak AF grid input 
voltage. 

DC PLATE CURRENT. The average value as 
read on a DC meter in the plate supply circuit of the tube. 

DC GRID CURRENT. The average value as read 
on a DC meter in the return circuit of the grid of the 
tube. 

DRIVING POWER. The value of the radio or 
audio frequency power that must be applied directly at 
the grid of the tube in order to obtain the output specified. 
The driver stage should have good regulation and should 
be capable of delivering considerably more than the 
required driving power. 

LOAD IMPEDANCE. The impedance necessary in 
the plate circuit of the tube for the values input and 
output specified. 

POWER OUTPUT. The plate power output ob- 
tained neglecting circuit losses. 

METHODS OF CALCULATION 

In order to calculate the performance of a transmitting 
tube characteristic curves of the tube in question are 
necessary. The most common curves published are plate 
and grid characteristics. 

The plate characteristic curves are a family of curves 
showing the relationship between plate current and plate 
voltage with constant grid voltage. To make these curves 
suitable for calculations of other than Class A operation, 
the relationship in the region of positive grid voltage must 
be included. 

The grid characteristic curves are a family of curves 
showing the relationship between grid current and plate 
voltage with constant grid voltage. 
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Another type of curve not usually published but ob- 
tainable by re-plotting the plate and grid characteristic 
curves is known as a constant current curve. This curve 
shows the relationship between grid voltage and plate 
voltage with constant plate current or with constant grid 
current. 

A simple method of calculating Class B audio frequency 
amplifier operation data illustrating the use of the plate 
characteristic curves may be outlined as follows. Let 
f'ig. 2 represent the average plate characteristics of a 
transmitting tube with the coordinates as shown at the 
con.stant grid voltages E... Then designate the plate 
voltage applied as Eb and the average value of plate cur- 
rent for one tube I|,. Furthermore let us choose a value 
of E,. such that the plate current L will be nearly zero 
at the plate voltage Ei, locating the point P in f ig. 2. 

Now ii, ma.x. = Tl x 1 1, 

I'he point O can now 
be located on a line 
whose value is i|, ma.x. 
such that value of ec 
max. is equal to or less 
than ei, min. If the 
value of e^. max. is 
greater than ei, min. 
there will be a dropping 
off of power output at 
the peak value. The 
value of the plate voltage 
swing is Ep = El, — ei, 
min. as indicated in the 
diagram (Fig. 2). Since 
the tube operates for only 
one-half of the cycle it 
is necessary that two 
tubes be used in a bal- 
anced push-pull circuit 
to obtain linear audio- 
frequency output. 

The power output for 
two tubes then is P.O. = 

Vi ii, max. X Ep. 

Power input for ,two 
tubes is _. . 

P.I. = 2 X lu X El, 

P.O. 

and efficiency = 



'File value of the load resistance per tube is in tliis case 
Ri. = Ep 

111 max. 

and the plate to plate load resistance 4 X Rr,- 

Grid driving power requirements are often limited by 
the regulation of the driver stage and the minimum grid 
impedance of the Class B amplifier, so that a close approx- 
imation of the necessary driving power is sufficient to 
determine the tubes needed for the driver stage. 

The following procedure gives values of driving power 
which are adequate for the foregoing. 


From Fig. 2 at point o we have the values of e^ max. 
and ei, min. Now, if we take the grid characteristic 
curves of the tube at values of ep min. and ec max. we 
find the corresponding value of grid current which we 
shall call ig max. 

The grid voltage swing Eg is the algebraic sum of the 
bias at point P (Ec) and the grid voltage at point O 
(e,. max.). 

Eg = — ( — Ee)+ ec max. 

The grid driving power for two tubes is then 
2 

Pg = — X ig max. X Eg 

5 

GRAPHICAL METHODS 

While by employing a mathematical analysis it is 
possible to predict the power capabilities of a transmitting 
tube, the use of the plate and grid characteristic curves do 

not lend themselves read- 
ily to graphical interpre- 
tation. If constant cur- 
rent charts are available 
results are more readily 
obtained. 

The constant current 
curves show the relation- 
ship between the plate 
voltage and plate current 
with the grid voltage and 
grid current in such a 
way that an accurate de- 
termination can conven- 
iently be made of the 
values of the power in- 
put, power output, grid 
voltage swing, grid cur- 
rent, average plate cur- 
rent and load impedance. 
Since both the grid and 
plate potentials are con- 
sidered to vary as sine 
waves, every dynamic 
characteristic drawn on 
the curves is a straight 
line. The above values 
Average Plate Characteristics (-an be determined graph- 

ically by extending a line from the operating point to the 
point where the maximum positive grid swing coincides 
with the minimum plate voltage. The operating point 
is determined by the bias chosen and the plate voltage. 
The minimum plate voltage is determined by how far 
the grid is allowed to swing positive and the value of the 
load impedance. The maximum grid swing, minimum 
plate voltage point is then located and the other unknown 
values can be found graphically. For determining the 
plate current and predicting the grid current it is neces- 
sary to integrate the values of current over a complete 
hall cycle of the wave. To simplify the work of inte- 
gration a scale graduated in the sines of the angles is 
useful. 
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HARMONIC ANALYSIS 

Several satisfactory methods are employed for predict- 
ing the harmonic distortion of the waves. These methods 
take into consideration that for no distortion the relation 
between plate current and grid voltage must be linear. 

By plotting the plate current as a function of the grid 
voltage for the load impedance of the case of operation 
in question and measuring at predetermined points the 
ordinate differences between the plate curve thus obtained 
and a straight line joining the e.xtremes of the plate curve, 
the harmonic distortion may be computed. 

In the case of a modulated wave it is necessary to cal- 
culate the power output in steps from zero to iOO% 
modulation and to plot the AC value of modulated cur- 
rent as a function of the grid voltage. By measuring at 
pre-determined points the ordinate differences between 
the modulated current curve and a straight line joining 
the ends of the modulated current curve, the harmonic 
distortion may be computed. 

EXPERIMENTAL METHODS 

Typical operation data may also be obtained by experi- 
mental test. One method is to test the tube at 6o cycles 
using transformers. The DC grid voltage and DC plate 
voltage are obtained either from generators or batteries. 
Driving voltage is obtained from a transformer in the grid 
circuit of the tube. By suitable meters the average value 
of grid current, grid voltage and driving power may be 


read. The plate transformer is connected i8o° out of 
phase, to the same mains as the grid transformer. Power 
drawn from the plate generator or battery is transformed 
into alternating current power. The power output may 
be read by a wattmeter and the plate voltage and plate 
current by the required DC meters. 

By making the alternating potentials and DC grid and 
plate voltages continuously variable, any condition of 
operation may be investigated. 

For large transmitting tubes such as water cooled 
types, calculations from the curves of the tubes are more 
practicable inasmuch as the cost of the equipment for 
experimental observation is considerable. For air cooled 
types the experimental method is convenient and rapid. 


OPERATION DATA FOR SPECIFIC CASES 

Very often it becomes necessary to determine operation 
data with specific conditions in mind. In some installa- 
tions the plate supply voltage may be the limiting factor. 
At other times the driving power is fixed. For high 
quality application the harmonic distortion must be kept 
within certain specifications or to a minimum. Calcula- 
tions will have to be repeated until the operation data 
will meet all conditions required at the same time, keep- 
ing in mind the limitations of the tube with respect to 
plate dissipation, plate voltage, plate current, grid cur- 
rent and RF grid current. 
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TUBE PROTECTION PROBLEMS 

PART ONE 

INTRODUCTION 

T he nature of protective devices required b}' a specific piece of electrical equipment is determined (l) by the char- 
acteristics of the equipment itself, (2) by the type of service to be imposed, and (3) by the nature of associated 
equipment. 


PROTECTING TUBES 

For obvious reasons, considerations of type of service 
and associated equipment will vary widely. These are 
at the same time expanding rapidly and changing con- 
stantly with the application of tubes in new fields. Never- 
theless, the basic requirements of protection of tubes 
themselves remain the same. 

While it is generally agreed that a vacuum tube or gas 
filled tube of proper design and careful manufacture should 
give trouble free operation and have a long life expectancy 
when operated within the maximum voltage, current and 
power ratings for a given type of tube and a specific appli- 
cation, it follows that operating conditions must be such 
that these maximum values are maintained closely and at 
no time exceeded. 



Fig. 1. Schematic of Typical Rectifier Plate Voltage Supply. 


Tubes, either vacuum or gas filled, differ from most 
other pieces of electrical equipment in one major respect. 
In no case are they rated for overload operation as are, 
for instance, conventional motors, generators and trans- 
formers. 

This is the result of certain engineering and design 
factors involved in manufacture. Consequently total 
emission, plate and grid dissipation and peak voltage drop, 
for instance, are fixed constants. They may not be ex- 
ceeded for even short intervals of time without running 
the risk of bringing about either impaired characteristics 
or, worse still, complete failure of the tube. 

Protection of tubes ma)', for the sake of convenience, 
be divided into three general considerations ; namely, those 
applying to the plate, grid and filament circuits. 

PLATE CIRCUIT 

Ranking first in importance is unquestionably the plate 
current overload relay. This is because most abnormal 
operating conditions are usually reflected in increase of 
the plate current and consequently plate dissipation. Even 


a slight excess of plate dissipation, particularly in the case 
of water cooled tubes, may result in failure of the tube if 
maintained for a considerable interval of time. Thus it 
remains of vital importance to the safety of tubes in opera- 
tion that overload relays and circuit breakers of proper 
design and providing positive and rapid removal of applied 
plate voltage be used. 



Short circuit load current surge from 3 phase full wove 
rectifier with (Fig. ia) and without (Fig. 3b) surge current 
limiting series load resistance. (Oscillograph traces of load cur~ 
rent, ib, for circuit of Fig. 1 when L — 4.3 H; C=0.3 MFD; 
R = 20 Ohms.) 

Next in importance only to a properly designed overload 
relay is proper placement of such relays in the circuit. 

In power amplifiers, particularly those using water 
cooled tubes, high speed repeating-reset instantaneous 
overcurrent relays should be installed in series with the 
tube, either in the plate lead immediately adjacent to the 
tube or in the cathode ground return (see Fig. i). In 
case of parallel or series parallel operation of at least the 
larger water cooled power amplifier tubes it is advisable 
to insert a relay in series with each tube or group of tubes 
since by this arrangement close adjustment of relay trip 
limits and sensitivity with consequent increased rapidity 
of circuit break are obtained. Such a relay arrangement 
serves also to give localized indication of tube failures. 

The customary overload relay in the rectifier or genera- 
tor ground return, while functioning to adequately protect 
the high voltage source as well as power amplifier equip- 
ment with conventional speed, may not furnish satisfactory 
protection of the amplifier tubes, depending upon filter 
network constants between power source and fault. This 
is particularly true in telephone transmitters where the 
filter reactances are ordinarily large. The effect of relay 
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sensitivity and placement in increasing the operating speed 
of the protective system is brought out by the curves 
(see Fig. 2), which show the time relation between cur- 
rents ii and 12 of a single section filter such as that of 
Fig. I. 

It is seen that the rate of rise and amplitude of cur- 
rent ii, through the rectifier return, is considerably less 

than that of the load current 12- Thus it is apparent n/r -r u j 1 1 

that the action of a relay placed in the rectifier return . adequately protected 

will be considerably slower than that of one directly short-circu.t load currents by the customary DC 

in series with the lond ^ overcurrent relay m the rectifier return and AC overload 

-T? • • . current relays in the plate transformer primary. Series 

1 he following formulae for ii and i2 as plotted in surge resistance here also serves to limit transient currents 

Fig. 2 refer to the single section filter of Fig. i, for L, in the case of flash back of the rectifier tubes themselves 

C, R and r values corresponding to the critically damped while the primary relays are relied upon to open the 

case only as shown by the curves of Fig 4. circuit, the speed of operation of the latter being normally 

insufficient to alone prevent destructively high tube cur- 
E rents. The combined action of the total series short-circuit 

(1) ij = I I — (i + rCm)te"'‘ resistance and reactance plus horn-gaps across the trans- 

R -T r L. former secondary legs should be such as to limit the tube 

f t '*1 peak surge current to rated value. 

K2 -f- rC (mKjf Ki) > e™* I amperes Current limiting resistors in series with the plate cir- 

J — « cuit of tubes as shown in Fig. i, by rg may be used to 

limit flash arc and short-circuit surge currents to insure 
. F p' a safe value. In telephone transmitters the size of such 

(2) I2 = I I — Ki te™* -f K2 e”* I amperes resistors is usually limited by the allowable regulation of 

R + r U J the plate voltage before appreciable distortion occurs. 

The oscillogram traces shown in Figs. 3a and 3b, demon- 
I strate the effectiveness of such resistance in the protection 

where Ki = 1- m K2 water-cooled tubes of a high voltage test oscillator. 

r C ” Substantial increase of mercury vapor tube life as well 

R as reduction of tube failures during test was effected by 

K2 = installation. 

r + R Abnormally high peak voltages across tubes may be 

1 R prevented by the connection of spark gaps adjusted for 

m breakdown somewhat above the normal peak instantane- 

2CR 2L ous operating voltage encountered between tube plate 

and ground. Series resistance is usually inserted to limit 
the breakdown current. The value of such resistance 
should be less than the critical value 
for the circuit above which oscillatory 
conditions with consequent abnormally 
high voltage peaks may exist. Fig. 4, 
shows the relation between power sup- 
ply L/C ratio and the critical value of 
series short-circuit load resistance r2, 
for various values of internal power 
supply resistance R. 

In the application of tubes to high 
voltage operation, precaution must 
be exercised when applying the plate 
voltage. In the case of operation of 
mercury vapor tubes in a rectifier at 
peak inverse voltages of 10,000 volts 
and greater, voltage should be applied 
either gradually as by means of a volt- 
age regulator, or in one or more steps, 
or by a combination of these two 
methods. This is in order to minimize 
the danger of tube failure due to high 
transient starting voltages. A reduced 

Curves showing relation between load (i2) and rectifier transient currents voltage tap should be provided 

upon partial short-circuit of load for single section filter of Fig. I, (critically damped operation and adjustment of 

case). L— 10 henries, C= 10 microfarads, R — 10 ohms, r — 497 ohms. both tubes and transmitter. 


Formulae (i) and (2) are valid only for the critically 
damped case when 

L 


2 / LC -f RC 


amperes 


where Ki = 1- K2 

r C 
R 

K2 

r + R 


2CR 2L 
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GRID CIRCUIT 

While the grid circuit of transmitters generally is not 
protected by relays or other active elements, since abnor- 
mal grid voltages or currents usually are reproduced in 
an amplified degree in the plate circuit effectively actu- 
ating the protective elements, it is equally important that 
maximum values be observed here also for both steady 
state and transient conditions. 

Thus if high voltage surges are likely to be impressed 
in the grid circuit, a spark gap, Thyrite or other low 
resistance surge path from grid to ground should be 
provided. Likewise, if the drive or bias supply voltage 



Fig. 4. 

Total Load Resistance, r, of Single Section Filter (as a Func- 
tion of the L/C Ratio of Various Values of Total Series Power 
Supply Resistance, R) for Critically Damped Case, i. e.. Below 
which no Transient Output Voltage Rise Occurs. 

and regulation are such as to maintain a high surge cur- 
rent in the case of a grid-filament flasharc, a current limit- 


ing device should be used according to the requirements of 
the individual application. Here also high oscillatory 
transient voltages may be encountered between grid and 
cathode when using a bias rectifier if the bleeder resist- 
ance is above the critical value for the particular filter 
constants. (See Fig. 4.) 

In general, it is advisable to keep the total grid-to- 
ground series resistance as low as possible, or in other 
words to maintain the grid as close to ground or negative 
bias potential as practical. This will prevent incipient 
flasharc or gas discharge currents from raising it to a 
high positive value. In this case, however, as already 
pointed out, a low impedance surge current path to ground 
should be provided, otherwise destructively high currents 
through associated circuit elements such as r.f. chokes, etc., 
may occur. 

FILAMENT CIRCUIT 

The principal considerations with respect to the tube 
filament are the maintenance of the specified operating 
filament voltage and limitation of the starting filament 
current to a safe value to avoid strain or fracture of the 
filament strands. 

The necessity of the first consideration in order to 
obtain the expected tube filament life has been dealt with 
in detail in an earlier issue of Tubes. Close regulation 
of filament voltage may be obtained by any of the stand- 
ard methods such as primary voltage regulator, constant 
voltage transformer, or ballast resistor, but in such cases 
where fluctuation beyond plus or minus 5 cent is 
liable to occur, protective time delay relays should be 
provided to remove or reduce filament voltage. 

Starting filament current must be limited to twice 
the normal operating value or less. This may be accom- 
plished by means of generator field control in the case 
of DC excitation, by inserted primary transformer series 
resistance or reactance or by the use of special high leakage 
reactance filament transformers. 

The uninterrupted flow of cooling water in sufficient 
volume through the jackets of water cooled tubes must 
be maintained both when tubes are delivering plate power 
and when the filament power alone is to be dissipated. 
Relays operating to remove all transmitter and filament 
voltages upon inadequate flow of cooling water must be 
provided. In the same way, in the case of high voltage 
mercury vapor rectifiers operating under closely limited 
forced draft, maintenance of ambient temperature relays 
should be provided to insure proper air flow. In the 
case of large water cooled amplifier tubes it is advisable 
that a water flow relay be provided for each individual 
tube or branch of circuit. 
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PART TWO 


INTRODUCTION 

TN part one, consideration was given to protection of tubes as related to the plate, grid and filament circuits. The 
-*■ subject would not be completely covered, however, without consideration of two remaining highly important phases 
of tube protection ; namely, those relating to flash-arcs and to proper water cooling. 


WHAT ARE FLASH-ARCS? 

Flash-arcs, which give rise to the condition commonly 
called “Rocky Point Effect,” fortunately are no longer as 
common in vacuum tubes today as was the case years ago. 
Obviously, this is the result of great progress made during 
recent years both in vacuum tube manufacturing technique 
and in transmitter circuit design. Nevertheless, since this 
phenomenon is definitely related to the operation and life of 
vacuum tubes, it follows that those employing these tubes 
should profit from an understanding of its nature. 

The term “flash-arc” refers to an electrical discharge be- 
tween the electrodes of a highly evacuated tube, usually 
between anode and grid or cathode. To the station oper- 
ator the presence of a flash-arc is usually made evident by 
the sudden tripping of the DC overload current relay and 
circuit breaker without warning during normal operation 
of the transmitter. Since the arc may be entirely inaud- 
ible and practically invisible because of filament glare, 
detection is often difficult. No characteristic blue glow 
within the glass envelope such as accompanies the arcover 
of a gassy tube obtains, although spots of fluorescent light 
may be seen occasionally on the inner surface of the glass 
envelope during arcover. The random occurrence of such 
arcs, therefore, makes direct observation in the station rare. 

While a similar phenomenon, known as “arcback,” oc- 
curs in gas or vajjor filled high voltage rectifier tubes caus- 
ing breakdown of the cathode-anode space insulation during 
the non-conducting portion of the cycle, the term “flash- 
arc” commonly refers to the arc formed in high vacuum 
tubes. Furthermore, the term “flash-arc” refers properly 
to an arc of high voltage drop which establishes conduction 
initially across the evacuated space and not to a low voltage 
power arc resulting from the discharge of the power supply 
through the resulting conducting path. 

While the flash-arc sometimes serves to establish the 
conduction path for a destructive power arc, of itself it is 
of insufficient energy to damage the internal tube struc- 


ture. Dependent upon circuit conditions flash-arcs may 
occur without being followed by power-arcs. 

EFFORTS TO ELIMINATE FLASH-ARCS 

Experimental work in connection with the “flash-arc” 
has been of great value in furnishing directives for its com- 
plete elimination, or at least for the minimization of its 
occurrence. 

In theory, at the extremely high vacuum (of the order 
of .0001 micron Hg pressure) to which modern transmit- 
ting tubes are evacuated, interelectrode conduction across 
the evacuated space may be established by the mechanism of 
auto-electronic, secondary, or photoelectric emission due to 
soft X-rays, in addition to the normal cathode plate con- 
duction due to the thermionic emission. 

The flash-arc apparently cannot be correlated with the 
existence of interelectrode currents owing to the secondary 
electrons, since such arcing takes place independently of the 
presence of secondary emission. 

Auto-electronic emission is the emission or drawing of 
electrons from the surface of a body by a voltage gradient 
sufficiently great to overcome the extremely high attractive 
forces binding them. 

Such emission from metals occurs only at extremely high 
voltage gradients, above those encountered at operating 
voltages in a vacuum tube of normal design. These cur- 
rents are very much smaller than the observed flash-arc 
currents. It has been shown experimentally by Gossling* 
that with a steady auto-electronic emission current of sev- 
eral microamperes flowing between sharp points from 
anode to cathode of an operating vacuum tube, no increased 
tendency to produce a flash-arc or power arc in the inter- 
electrode space was noted. 

Photoelectric emission from the electrode structure of 
the tube may occur also under the influence of X-rays from 
the anode. Soft X-rays are emitted by the copper anode 
under bombardment by the high velocity electrons prpsent 



during normal operation of high 
voltage water cooled tubes. The 
emission thus obtained is again of 
the order of a few microamperes 
and hence could not directly ac- 
count for the spontaneous high con- 
ductivity noted during flash-arcing. 
As in the case of auto-electronic 
emission, no definite correlation be- 
tween such X-ray emission currents 
and flash-arc occurrence has as yet 
been proved. The random occur- 
rence of the flash-arc points to dis- 
continuous phenomena as its cause 
rather than to a steady exciting 
source such as auto-electronic or 
photoelectric currents. 
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The flash-arc does not appear to be related to the ordin- 
ary gas flash due to cumulative ionization of free gas within 
the tube. Experimental “softening” of an otherwise “hard” 
tube by the evolution of a small quantity of free gas within 
it does not appear to produce increased flash-arcing. 

Although experimental confirmation is lacking, it is con- 
sidered altogether probable that the flash-arc may be ini- 
tiated by a spontaneous source of positive ions within the 
tube, such as for instance, a small piloting arc. Such metal- 
lic or gas arcs may occur as a result of intermittent con- 
tacts between charged electrodes or floating structural 
elements. 

Surface films in poor electrical and thermal contact with 
the tube structure and hence easily vaporized are also a 
potential source of such arcs. The resultant sudden space 
charge neutralization following the liberated positive ions 
may be of sufficient magnitude to initiate a destructive 
power-arc. 

The experimental evidence so far obtained appears to 
substantiate the above speculation as to the nature of flash- 
arcs. Nevertheless, the important feature from the prac- 
tical operating standpoint is that a rather definite minimum 
total energy is required to convert such an incipient arc 
into a dangerous low voltage power arc. 

It was found by Gossling' that an initial energj' of 
approximately 3 watt-seconds was required to produce com- 
plete breakdown of an experimentaUtube while 0.2 watt- 
seconds produced only a highly damped input charge with 
no flash-arc. This very important observation suggests 
that the energy immediately available at the anode of a high 
voltage vacuum tube should be kept at the absolute mini- 
mum for flash-arc-free operation of a circuit. 

Such a highly damped minimum power input, requisite 
for the discharge, appears to strengthen the theory that an 
initiating ionization mechanism takes place in a minute 
pilot arc. 

PROTECTION AGAINST FLASH-ARCS 

While new types of the larger water cooled transmitting 
tubes having relatively wide interelectrode spacings give 
greater freedom from flash-arcs, experiments indicate this 
improvement to be slight for small increases of spacing. 
Hence flash-arc characteristics of the lower output water 
cooled tubes and means of improving them remain an en- 
grossing problem. 

It is conceded that the most important factor in the re- 
duction of flash-arcs in existing transmitting tubes lies in 
the improvement and refinement of tube production proc- 
esses themselves. Care in the selection and processing of 
material for the various parts cannot be relaxed. Incoming 
materials must be free from checks, blisters, surface scale, 
inclusions of oxide and foreign material, and of the re- 
quired degree of purity. Thorough cleaning of all parts 
is necessarily followed by a carefully designed exhaust 
schedule. Following exhaust treatment, rigorous high 
voltage seasoning of the tube is carried out at voltages and 
currents in excess of those to be encountered in operation 
in the field. 

Simultaneous or nearly simultaneous application of high 
peak radio frequency plate voltage and current appears to 
be favorable to the occurrence of flash-arcs. Accordingly, 
during seasoning, tubes are given high power radio fre- 
quency oscillation until flash-arcing ceases. 

While high quality tubes are naturally essential to flash- 
arc-free transmitter operation, this is by no means the sole 


solution. Such operation can be obtained only in a prop- 
erly designed circuit. 

The above mentioned requirement that the immediately 
available charge at the tub^ anode be held to a minimum 
provides several directives in transmitter circuit design. 

First, the stored energy of the plate blocking condensers 
should be made as small as possible. In the case of single 
ended amplifiers or simple push-pull amplifiers the smallest 
blocking condenser consistent with other design require- 
ments will normally be used for economic reasons. In the 
case of several tubes in parallel where, because of the low 
output impedance a rather large plate blocking capacity is 
required, isolation by provision of a separate condenser and 
radio frequency choke coil for each tube is recommended 
(see Fig. 1 ). 

In general, the direct parallel connection of a large num- 
ber of tubes is conducive to the development of flash-arcing 
since the combined shunt capacity charge of all the tubes 
tends to convert what would otherwise be a self-extinguish- 
ing damped discharge in one of the tubes into a power arc. 
Push-pull type circuits are for these reasons to.be preferred 
to parallel or even single ended type amplifiers for a given 
required power output. 



Fig. 2 

Characteristic flash-arc markings on grid cap of high povier 
nuater-cooled vacuum tube. 


A second desirable circuit requirement is that the radio 
frequency choke coil be large. The greater the choke coil 
inductance the higher the series impedance delaying dis- 
charge of the plate circuit power source through the tube 
in case of an incipient flash-arc. In the case of high fre- 
quency telephone and telegraph transmitters where the 
.series inductance between povyer supply filter condenser 
and tube in either the parallel or series fed type of circuits 
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may be inappreciable, the conditions are particularly favor- 
able for the creation of a power arc. In this case it is ad- 
visable to insert either series inductance or resistance, de- 
pending upon the operational limitations, between filter 
condenser and tube. In the case of large water cooled 
tubes operating in a single-ended or two tube push-pull 
circuit where the available energy of the plate blocking 
condensers is large and cannot be reduced, the regulatory 
effect of inductance or resistance in series with the power 
supply plus rapid relay and circuit breaker operation must 
be relied upon to limit the power-arc surge current to a 
safe value. 

PRECAUTIONS IN WATER-COOLING 

The importance of a proper water-cooling system cannot 
be overestimated. It has a direct bearing upon the satis- 
factory operation and life of water cooled tubes. 

Improper cooling is an all too frequent cause of failure 
of transmitting tubes. The result is increased cost of 
operation and costly program interruptions. First and 
foremost in importance, therefore, is a water cooling sys- 



Fig. 3 

Characteristic flash-arc markings on inside of anode and anode 
seal shield of high povier 'water-cooled ‘vacuum tube. 


tern conservatively designed to embrace all essential fea- 
tures. 

In the satisfactory water-cooling of a vacuum tube it is 
necessary to take into consideration volume and velocity 
of flow' as well as the electrical and chemical characteristics 
and temperature of the cooling water. 

Formation of a layer of mineral deposit on anodes of 
tubes must be prevented if difficulty is to be avoided. The 
heat conductivity of scale of this kind is very poor and se- 
verely reduces the anode dissipation capacity. 

While regular removal of such deposits by a cleaning 
routine is necessary when high mineral content cooling 
water must be used, frequent removal of tubes from the 
sockets is liable to result in breakage. For this reason it is 
advisable in such cases to use distilled water in a closed re- 
circulating cooling system. Precautions should be taken, 
of course, to prevent the rise in mineral content of the 
water in such a system due to corrosion, electrolysis or 
solution. 

Water softeners and filters may be used to obtain the 
required degree of softness. Mineral content should be 
kept less than 15 parts per 100,000 by weight. 

Removal of a soft deposit may be effected by careful use 
of a stiff bristle brush. Hard scale should be removed by 
dipping anode in a 10 per cent solution of hydrochloric 
acid, being careful that no acid comes in contact with tube 
seals. Anodes should be rinsed thoroughly to remove ex- 
cess acid after cleaning. 

Materials used in cooling systems should be resistant to 
corrosion and electrolytic action. Metals which are low 
in the electromotive force series, such as copper and its al- 
loys, are for this reason usually considered suitable for this 
purpose. Guard electrodes should be provided to protect 
against deterioration of installation fittings by electrolysis. 

Water conductivity should be kept to a low value to 
reduce anode leakage current through the hose or ceramic 
insulating reels or piping. Thus water resistivity should 
not be less than 4000 ohms per inch cube. 

It is essential that adequate surface velocity as w'ell as 
rate of flow of anode cooling water be maintained alw'ays. 
Maintenance of the recommended rate of flow in a proper- 
ly designed jacket for a particular type of tube provides the 
required surface velocity for safe operation at the maxi- 
mum rated anode dissipation. 

Too low a flow or an improper jacket will cause boiling 
and local heating with danger of anode puncture or release 
of gas in tube. It should also be noted that while intake 
and outlet water temperatures may be well within speci- 
fied limits, boiling and local heating with consequent dan- 
ger to tube may exist. 
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GRAPHICAL METHODS 
OF HARMONIC ANALYSIS 

INTRODUCTION 

T 70 R high quality application of transmitting tubes, the harmonic distortion must be kept within specified limits and 
preferably at a minimum. It follows that a precalculation of harmonic distortion produced by the transmitting 
tube in the stage in question must be made. Repeated calculations will have to be made until the harmonic distortion is 
within the specified limits. It becomes necessary therefore to have methods available that will allow for calculation with 
the least effort and in the shortest possible time. 


METHODS OF WAVE ANALYSIS 

The ultimate solution of the problem of analyzing a 
given wave into its harmonics would be purely me- 
chanical, or electromechanical. One would need merely 
follow the outline of the wave with a stylus of a cal- 
culating machine, and as a result, read on the machine 
the amplitudes of the various harmonics. Unfortunately, 
however, there are few such machines in existence and 
these are not within reach of the station engineer. 

Fundamentally, any accurate analytical computation of 
amplitudes of harmonics must be based on the Fourier 
series. When a curve to be analyzed is a regular function, 
the actual integrations can be performed by one of the 
methods given in the integral calculus. However, the 
numerical determination of the coefficients in a Fourier 
series by successive integration is tedious and takes much 
time. 

Considerable ingenuity has been displayed in devising 
various purely graphical ways of evaluating the coefficients 
in a f ourier series. Projection on a cylinder has been em- 
ployed ; special coordinate paper has been used ; ordinates 
have been measured with special scales for each har- 
monic, and charts have been constructed. 

Two simplified methods will be described and examples 
of calculation/ illustrated. These methods are similar in 
that the harmonics are determined by measuring ordinate 
differences from a straight line joining the extremes of 
the modulation curves. 

Method 1 

Applicable to Class B A-F, Class AB, and 
Class A push-pull, A-F amplifiers. 

Method II 

Applicable to Class A A-F, Class B R-F, and 
Class C, plate modulated amplifiers. 

METHOD U 

Since this method deals with amplifiers working al- 
ways in push-pull, only sine components of odd harmonics 
are possible. From the symmetry of the modulation curve, 
it can be seen that all cosine components of even harmonics 
are excluded. 

The modulation characteristics of a single tube of a 
Class B audio frequency amplifier as obtain from the 


plate characteristic curves, of the tube illustrated, is shown 
as OCA in Fig. i. The assumption is made that the input 
voltage is a sine wave. Taking the ordinates of grid volt- 
age as a function of the sine of time angle of the funda- 
mental frequency, it can be shown that for no distortion 
the modulation characteristic must be a straight line. If 
graphs of all the odd harmonics up to the eleventh are 
plotted and compared with the modulation curve, points 
yielding the simplest equations are found. 

Taking the total grid voltage swing as eo = i — x, these 
points correspond to values of x = 0.309 ; 0.5 ; 0.707 ; 
0.809, and 0.866, which are the sines of the respective 
angles of fundamental frequency: 18" ; 30° ; 54° and 60°. 

These equations are as follows : 

I05 — 0.4 (a — d) 

io3 = 0.4475 (a -f d) -f b/3 —0.578! — 0.5 io5 

lor = 0.4475 (a-fd) — io3 -f- 0.5 I03 

l 09 = l 03 2/36 

1011=0.7070 I03 -{■ l 03 

where (a) in Fig. i, is the ordinate difference between the 
straight line OA and the modulation curve OCA at the 
value of x = 0.309; (b),at x = 0.5 ; etc. Ordinate dif- 
ferences lying below the chord are positive and those 
above the chord are negative. 

The true amplitude of the fundamental frequency is 
given as: 

loi = — io3 “F io3 — lor io» — loll 

The ratio of the harmonic amplitudes to the funda- 
mental gives their respective percentage of distortion. 

As an illustration, take the modulation curve OCA in 
Fig. I. In this particular case of a Class B audio fre- 
quency amplifier, the plate voltage is Ep = 2000 volts and 
the load resistance, Rj, = 3460 ohms. 

Let the grid swing from — 130 to -|-88 volts, the total 
grid excitation being 218 volts, and call this value ep. 

Connect the ends of the curve by the straight line OA. 
Measure the ordinate differences for the values of grid 
excitation amounting to 0.309 ; 0.5 ; 0.707 ; 0.809 ; 0.866 
of its amplitude eg. Calculations are made independent 
of the current and voltage scales by measuring the ordinate 
differences as divisions of the cross-section paper. 
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The ordinate differences are in this case: 

a = o; b ^ 3 : c — —3.5 ; d = —3.5 ; f = —3 

by applying the equations for i,,.-.; i„s; etc., we find: 

iii.s = — 4.99 3-68% distortion 

lo.-i = 1.4 1.03 “ 

io7 = —4-13 3-05 

loo = 2.99 2.20 “ 

ion= 3-91 2.89 “ 


Total 12.85% “ 

and the true amplitude of fundamental frequency is 
lot = 140 + 4.99 -)- 1.4 — 4.13 — 2.99 — 3.91 = 135.4 

The value of distortion found under this condition is 
excessive. Further calculation at a different value of load 
resistance w'ould be necessary to find a condition of opera- 
tion that would be suitable. 

METHOD II^ 

It can be shown that a periodic wave resulting from 
a dynamic characteristic such as OCA in Fig. 2, possesses 
only sine component terms of odd harmonics and cosine 
component terms of even harmonics. This will hold true 



for Class A amplifier operating into a pure resistance load, 
a Class B radio frequency amplifier, and a Class C plate 
modulated radio frequency amplifier. 

The modulation characteristics of a single tube of a 


Class B radio frequency amplifier as obtained from the 
plate characteristic curves of the tube is shown as OCA 
in Fig. 2. In a manner similar to Method I, it can be 
proven that for no distortion the modulation characteristic 
must be a straight line. If graphs of all the harmonics, 
up to the seventh, are plotted and compared with the 
modulation curve, points producing the simplest equations 
are found. 

Taking one-half of the total grid voltage swing as 
Cg = I = X about the operating point C, in this case, the 
carrier point, these points correspond to values of x = 
— 0.707 ; — 0.5 ; o; 0.3 ; 0.5 ; 0.707. 

The equations thus found are as follows : 

I02 = 1/3 (d + b) -1- 1/4 (c — f — a) 

1(13 =1/3 (d — b) 

io4 = 1/4 (c — f — a) 

loo = 1/3 (d — b) -f 0.353 (a — f) 

Io« = 0.5 (c) 1 02 

loT = 0.873 (g 1-82 I02 1.092 I03) 

+ 0.873 (0.6552 Io4 0.699 l05 0.751 too) 

where (a). Fig. 2, is the ordinate difference between the 
straight line OB and the audio envelope curve OPB at 
the value of x = — 0.707 ; (b) at x = — 0.5 ; etc. Ordi- 
nate distances measured upward from 
the chord are called positive; those 
measured downward as negative. 

The true amplitude of the funda- 
mental frequency is given as : 

loi = 0.5 la -)- Io3 Io5 + Io7 

The ratio of the harmonic ampli- 
tudes to the fundamental gives their 
respective percentage of distortion. 

As an illustration, let us take the 
plate current curve OCA in Fig. 2. 
In this particular case of a Class B 
radio frequency amplifier, the plate 
voltage is Ep = 12,000 volts and the 
load resistance, Rl = 5,400 ohms. 

Let the grid swing from — 300 to 
-f-yoo volts, the total grid excitation 
being 1,000 volts. Take half of this 
value as e^. Before being able to 
measure ordinate difference, it is nec- 
essary to plot the A-C value of the 
modulated current. This is done by 
computing the power output lor the 
values of (grid voltage) x = — 0.707 ; 
— 0.5; o; 0.3; 0.5; 0.707; and 
finding the A-C value of the modu- 
lated current by taking the square root 
of twice the power output divided by 
the load resistance. This gives the 
audio envelope curve OPB. Connect 
the ends of the curve by the straight 
line OB and measure the values or 
ordinate differences at the values 
of X given above. Calculations can be made independ- 
ent of the current and voltage scales by measuring 
the ordinate differences as divisions of the cross-section 
paper. 
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'I'he ordinate differences are in this case: 

a = — 3 : h 4 ; c == — 3 ; cl = O ; f = 1 ; g = — I 

by applying the equations for id:; ; los I etc., we find 


1 = 

-1.58 

323% 

distortion 

1m;{ == 

I -33 

2.72 


I in = 

— 0.25 

0.51 


Ior» = 

0.07 

0.14 



0.08 

0.16 

H 

1 1>7 

0.14 

0.28 

H 


Total 

7.14% 



and the true amplitude of fundamental frequency" is : 

1(11 = 0-5 X iJ5 + 1-33 -oy + 

Further calculation at a different value or load re- 
sistance would be necessary to find a condition of operation 
that would give less distortion. 


SUMMARY 

The above methods allow for rapid calculation of dis- 
tortion of modulation curves and in general will give re- 
sults sufficiently accurate for all design purposes. If de- 
sired, the calculations can be extended to include harmonics 
of higher order and allow for greater accuracy but this 
will at the same time complicate the equations and in- 
crease the labor involved. 


Refcretices : 
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2 J. A. Hutchison. “Graphical Harmonic Analysis," Elec- 
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CALCULATION OF 
CLASS C PLATE MODULATED 
RF POWER AMPLIFIERS 

INTRODUCTION 

T he ever-growing need of final amplifiers operating at higher efficiencies makes it helpful for the transmitter engineer 
to have tools to explore the problems of Class C plate modulated radio frequency amplifiers. It is the purpose of 
this chapter, therefore, to illustrate and discuss one method of calculation using constant current curves. 


GENERAL THEORY 

If not obtainable, constant current curves can be con- 
structed by replotting the plate and grid characteristic 
curve of the tube to be used in the final amplifier. These 
curves will show the relationship between grid voltage and 
plate voltage with constant plate current or with constant 
grid current. The chart shown in Fig. i is for a Federal 
type F-320-B tube. 

Since both the grid and plate potentials are considered 
to vary as sine waves, every dynamic characteristic for 
Class C operation is a straight line. Let the straight line 
AB in Fig. i represent the dynamic characteristic for car- 
ri«r condition. From this straight line the plate-current 
time curve may be plotted as shown in Fig. 2. In order 
to obtain the average or direct plate current the plate- 
current time curve averaged over the complete cycle must 
be taken. 

This is established by dividing the area of the current 
time curve into nine strips, each ten electrical degrees 
wide, and then measuring the middle ordinates of each 
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Fiff. 1. 

Constant Current Chart. Federal Type F-iZO-B Vacuum Tube. 


strip, summing up the middle ordinates and dividing the 
sum by eighteen. The whole procedure can be greatly 
simplified by the use of a sine scale as shown in Fig. 3. 

This scale consists of a piece of celluloid, one edge being 
the base of an isosceles triangle. The base is marked off 
in sines of the angles of the middle ordinates; that is, 5°, 
15°. 25°, 35°, 45°, 55°, 65°, 75°, and 85°, the base being 
the sine of 90° or equal to unity. Thus by laying the sine 
scale on the dynamic characteristic so that the sides of the 
triangle coincide with the ends of the dynamic character- 
istic and the base parallel to it, the values of the instan- 
taneous plate current in the middle of each strip can be 
read and the plate time curve plotted from the same read- 
ings. 

By multiplying the instantaneous values of plate cur- 
rent by the sines of their respective angles, summing up 
the products and dividing by eighteen, the radio-frequency 
current is found. Multiplication of this value by the 
plate voltage swing gives the power output. The effect- 
ive load impedance is then equal to the plate voltage swing 
squared, divided by twice the power output. 

CARRIER CONDITION 

As an illustration, assume that it is required to obtain 
a carrier power output of 5 kilowatts from a Federal type 
F-320-B tube operating at a plate voltage, Ei, =9,000 volts. 
By drawing several dynamic characteristic lines and com- 
puting the power output, the carrier line AB as shown on 
Fig. I is finally deterrnined. This line satisfies the con- 
dition of 5 kilowatts power output at the plate voltage, 
Eb=9,ooo volts. 

For this condition of operation the grid bias is Ee= 
— 840 volts. The maximum positive grid potential is 
Cc max= -I-660 volts. The total grid voltage swing is 
then Eg = — Eg + ec max = 1 500 volts. The minimum 
value of plate voltage, eb min = 1 500 volts, and the plate 
voltage amplitude, Ep = Eb — eb min = 7,5t'o volts. The 
plate-current time curve is shown in Fig. 2. The average 
or direct plate current is I], = 0.757 amperes and the plate 
input power, P. I. = 6.8 kilowatts. 

The radio-frequency current is found to be. Ip = 0.68 
amperes. The product of this value and the plate voltage 
amplitude, Ep = 7,500 volts, yields the value of power 
output, P. O. = 5.1 kilowatts. The efficiency equals the 
power output divided by the power input, n = 75 per cent. 
The effective load impedance, Rl = Ep^/^ P. O. = 5500 
ohms. 

The same procedure is followed with the grid-current 
time curve which is shown in Fig. 2. The average or direct 
grid current is Ig = 0.041 amperes. The product of this 
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value and the total grid voltage swing, Eg — 1500 volts, 
3ields the grid driving power, Pg = 6i watts. The bias 
loss is the product of the bias volts, E,. = — 84.0, and the 
average grid current, Ig = 0.041, and is equal to 34 watts. 
M'he calculation for both the plate and grid is tabulated 
under Fig. 2. 


GRID VALUES OF MID-ORDINATES 

0.29 

0.21 

0.13 

0.08 

0.03 



Fig. 2. 

Currrnt-Time Curves. A — Plate. B — Grid. 


0.74 

==0.041 =Ig 

18 

Pg = 0.041 X 1500 = 61 watts 

Pc = 0.041 X 840=34 watts 

CREST CONDITION 

In an ideal Class C amplifier with lOO per cent modu- 
lation, the plate voltage swings at audio frequency down 
to zero and up to twice the carrier plate voltage, requiring 
the maximum power output to be exactly four times the 
carrier power for distortionless operation. At the same 
time, this power must be delivered into the load resistance 
fixed by the carrier condition. It is therefore evident that 
the dynamic characteristic at 100 per cent modulation 
must fulfill the requirements of four times the carrier 
power output and the same value of load resistance. 

BIAS SUPPLIED BY A GRID-LEAK 
RESISTANCE 

If a grid-leak is used, the value of the resistance must be 
such as to satisfy the carrier condition. The value of the 
grid-leak must be equal to the grid bias voltage, Ec = 
— 840 divided by the average grid current, Ig = 0.041 
amperes and is equal to Rg = 20,500 ohms. The grid 
excitation is the same as the carrier condition, Eg= 1500 
volts. 

After a series of computations at a plate voltage, Eb = 
18,000 volts, and different values of bias, it is found 
that the operating point will be at C and the dynamic 
characteristic line CD. Now the point C fixes the grid 
bias as E,. = — 540 volts and this value must be realized 
fronri the average grid current calculated along the dynamic 
characteristic line CD, multiplied by the value of the grid 
leak Rg = 20,500 ohms. The power output in this case 
is exactly four times the carrier output, = 4x5.1 = 20.4 
kilowatts. 

The tabulated results of the calculations for the line 
CD are as follows: 


PLATE VALUES OF MID-ORDINATES 


3.5 amperes 

X 0.996 which 

is sin 85° 

= 3-49 

3-3 

0.966 

sin 75° 

3 -i 8 

2.8 

0.906 

sin 65° 

2.54 

2.2 

0.819 

sin 55° 

1.80 

1-3 

0.707 

sin 45° 

0.92 

0.5 

0.573 

sin 35° 

0.29 


13.6 12.2 

= 0.757 = 1,, Ip = - = 0.68 

18 18 

P. O. = 0.68 X 7-5 kilovolts =5.1 kilowatts 
P. I. = 0.757 X 9-0 kilovolts = 6:8 kilowatts 
n = 75 per cent 

Rl = 7500/2 X 5100 = 5500 ohms 


Average plate current, 

Ib 1.70 

amperes 

Power Output, 

P.O. 20.4 

kilowatts 

Power Input, 

P. I. 30.5 

kilowatts 

Plate dissipation, 

Ph 10. 1 

kilowatts 

Efficiency, 

n 67 

percent 

Average grid current, 

Ic 26 

milliamperes 

Grid bias, 

Ec —540 

volts 

Grid driving power, 

Pg 39 

watts 

Grid bias dissipation, 

Pe 14 

watts 

Load resistance. 

Rl 5500 

ohms 


This dynamic characteristic line fulfills all of the condi- 
tions of equilibrium and should give stable operation. It 
should be noted that the efficiency has dropped off from 
the carrier value of 75 per cent to 67 per cent and the 
downward change in bias has shifted the operation from 
Class C to almost Class B. 
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OPERATION WITH FIXED BIAS 

With the bias supplied by a generator, a series of calcu- 
lations at a plate voltage, Ei, — 18,000 volts, and different 
values of plate voltage amplitude, yields the line EF as the 
only dynamic characteristic which satisfies the load resist- 
ance established by the carrier condition. 

The tabulated results of the computations for the line 
EF are as follows: 


Average plate current. 

Ib 

1. 17 

amperes 

Power Output, 

P.O. II.I 

kilowatts 

Power Input, 

P.I. 

21 

kilowatts 

Plate dissipation. 

Ph 10. 1 

kilowatts 

Efficiency, 

n 53 

per cent 

Average grid current, 


5 

milliamperes 

Grid bias. 

Ec — 840 

volts 

Grid driving power. 

Ps 

7-5 

watts 

Grid bias dissipation. 

Pc 

4.2 

watts 

Load resistance. 

Rl 5500 

ohms 


Even though the bias has not shifted and the type of 
operation is Class C, the efficiency has dropped from a car- 
rier value of 75 per cent to 53 per cent. The power 
output is only ii.i kilowatts instead of the required value 
of 20.4 kilowatts for no distortion. Thus it can be seen 
that for the carrier condition assumed, there is no stable 
condition of operation when the bias is fixed. In the above 
case as well as in the case for grid-leak bias, the grid excita- 
tion voltage has been considered to be constant and equal 
to the carrier condition value. 



COMPENSATION 

Operation of Class C amplifiers with grid excitation 
voltage changing with each audio cycle is one method of 


compensation. This can be accomplished by partly modu- 
lating the plates of the exciter stage from a tap or small 
transformer connected to the main modulating transform- 
er, or by varying the bias of the exciter stage. Compensa- 
tion may be applied to grid-leak bias as well as to fixed 
bias operation. In the case here shown the fixed bias con- 
dition has been chosen for illustration. 


Taking the results obtained for the fixed bias operation, 
it is evident that an increase in excitation voltage is neces- 
sary to obtain the power output value of 20.4 kilowatts. 
The bias is still fixed at the value, Ee = — 840 volts. A 
series of calculations were made with different values of 
grid excitation voltage until the dynamic characteristic line 
EG was obtained, which satisfies both conditions of equili- 
brium ; that is, four times carrier power output into the 
carrier load resistance. The tabulated results for the 
compensated condition are as follows: 


Average plate current, 
Power Output, 

Power Input, 
Efficiency, 

Average grid current. 
Grid bias. 

Grid driving power. 
Grid bias dissipation. 
Load resistance. 


Ib 1.63 amperes 
P.O. 20.4 kilowatts 
P. I. 29.2 kilowatts 
n 70 per cent 

I,. 40 milliamperes 

Ee — 840 volts 

Pg 78 watts 

Pc 33 watts 

Rl 5500 ohms 


The grid excitation voltage value Eg has been increased 
from the value of 1500 to 1940 volts. This increased value 
can be obtained by modulating the exciter stage by 29 per 
cent. The efficiency, though lower than at carrier, has in- 
creased from tjie fixed bias condition of 53 per cent to the 
present value of 70 per cent. 


SUMMARY 

Although not shown in the example illustrated, grid- 
leak bias generally gives power outputs, for crest condi- 
tions, in excess of the four times the carrier value and pro- 
duces distortion from that cause. With a fixed bias, it is 
practically impossible to obtain satisfactory operation due 
to the distortion caused by the deficiency of power output 
at the crest condition. 

A combination of both grid-leak and fixed bias will 
counterbalance the faults of both methods and give a lower 
value of distortion than with either method alone. Witii 
compensation applied to either the grid-leak or the fixed bias 
method, the distortion in the Class C amplifier itself can 
be eliminated or reduced to a very low value. 
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CALCULATION OF 
CLASS B RADIO FREQUENCY 
POWER AMPLIFIERS 

INTRODUCTION 

T he general trend of increased power applications without changing the existing transmitter has in many instances 
resulted in the use of an additional final stage operating as a Class B radio frequency amplifier. It is the purpose 
of this chapter to illustrate and discuss two methods of calculation and to make an harmonic analysis of the modulation 
characteristics. 


GENERAL THEORY 

If not obtainable, constant current curves can be con- 
structed by replotting the plate and grid characteristic 
curves of the tube which is to be used in the final amplifier. 
These curves will show the relationship between grid 
voltage and plate voltage with constant plate current or 
with constant grid current. The chart shown in Fig. i 
is for a Federal type F-320-B tube. 

Since both the grid and plate potentials are considered 
to vary as sine waves, every dynamic characteristic for 
Class B operation is a straight line. Let the straight line 
AB in Fig. I represent the dynamic characteristic for 
carrier condition. F'rom this straight line; the plate- 
current time curve may be plotted. In order to obtain the 
average or direct plate current, the plate-current time 
curve average over the complete cycle must be taken. 

This is established by dividing the area of the current 
time curve into nine strips, each ten electrical degrees 
wide, and then measuring the middle ordinates of each 
strip, summing up the middle ordinates and dividing the 


GRID AMPERES 



Fiff. 1. 

Conslanl Currrnt Chart. Federal Type F-320-B Facuum Tnhe. 


sum by eighteen. The whole procedure can be greatly 
simplified by the use of a sine scale as explained on page 27 . 

By multiplving the instantaneous values of plate current 
by the sines of their respective angles, summing up the 
products and dividing by eighteen, the radio-frequency 
current is found. Multiplication of this value by the 
plate voltage swing gives the power output. The effective 
load impedance is then equal to the plate voltage swing 
squared, divided by twice the povyer output. 

CARRIER CONDITION 

As an illustration, assume that it is required to obtain 
a carrier power output of 2.5 kilowatts from a Federal 
type F-320-B tube operating at a plate voltage, Eb = 
12,000 volts. From the definition of Class B operation, 
the tube must be biased at or near cut-oli value of plate 
current for the operating plate voltage, so that the plate 
current cycle will flow over 180 electrical degrees. This 
fixes the point A (F'ig. i) at grid voltage value of 300 
volts or less. 

In order to keep distortion to a low value, it is gen- 
erally advisable to have the tube draw a small amount 
of current at no signal. The assumed value of plate 
current in this case was taken at 0.150 amperes resulting 
in a grid bias = — 260 volts and locating point A. 
By drawing several dynamic characteristic lines, through 
point A and computing the power output, the carrier 
line AB as shown on Fig. i is finally determined. This 
line satisfies the condition of 2.64 kilowatts power output 
at the plate voltage Eb = 12,000 volts. 

For this condition of operation the grid bias is already 
given as Ec = — 260 volts. The maximum positive grid 
potential is ec max- = -f- 240 volts. The total grid 
voltage swing is then Eg = — Ec -j- ec max- = 500 volts. 
The minimum value of plate voltage, eb mi,,. = 6,800 
volts, and the plate voltage amplitude, E,, =E|, — ei, 
min- = 5,200 volts. The average or direct plate current 
is I|, = 0.640 amperes and the plate input power, P. I. = 
7.68 kilowatts. 

The radio-frequency current is found to be Ip = 0.508 
amperes. The product of this value and the plate value 
and the plate voltage amplitude, Ep = 5,200 volts, 
yields the value of power output, P. O. == 2.64 kilowatts. 
The efficiency equals the power output divided by the 
power input, n = 34.4 per cent. The effective load 
impedance, Ri, = EpV 2.P.O. = 5,100 ohms. 

By inspection it can be seen that the grid current values 
are practicall) zero and the average value of grid current 
for carrier conditions rvill be only a few milliamperes. 
I'he grid driving power is taken as zero. No serious 
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error is involved since the maximum grid driving power 
occurs at the crest condition. The plate-current time 
curve is not illustrated, but the curve is similar to the 
one shown in Issue No. lo of TUBES, excepting that 



half cycle. 

The plate values of mid-ordinates and the results of 
the calculations for the carrier line AB are as follows : 


PLATE VALUES OF MID-ORDINATES 


2. 10 amperes X 0.996 which 

is sin 

85° = 

= 2.09 

2.00 

0.966 

sin 

75° = 

= 1-93 

I. go 

0.906 

sin 

65° = 

= 1.70 

1-75 

0.819 

sin 

55° = 

= 1-45 

1-35 

0.707 

sin 

45° = 

= 0.93 

1. 00 

0.573 

sin 

35° = 

= 0.57 

0.75 

0.423 

sin 

25° = 

= 0.32 

0.50 

0.258 

sin 

15° = 

= 0.12 

0.25 

0.087 

sin 

5° = 

= 0.02 

I 1.50 




9-13 

= 

= 0.640 =Ii, 


Ip = 

= 

18 




18 


P.O. = 0.508 X 5.2 kilovolts = 2.64 kilowatts. 
P. I. =0.640x12.0 kilovolts = 7.68 kilowatts, 
n == 34.4 per cent. 

Rl = 5200^/2 X 2640 = 5100 ohms. 


CREST CONDITION 

In an ideal Class B amplifier with 100 per cent modu- 
lation the total grid voltage and plate voltage swing are 
doubled. The output current is also doubled, requiring 
the maximum power output to be exactly four times the 


carrier power for distortionless operation. At the same 
time, this power must be delivered into -the load resistance 
fixed by the carrier condition. It is, therefore, evident that 
the dynamic characteristic at 100 per cent modulation 
must fulfill the requirements of four times the carrier 
power output and the same value of load resistance. 

Since the carrier grid voltage swing must be doubled 
for the crest condition, Eg = 2 x 500 = 1000 volts. Now 
the bias voltage is the same as the Carrier condition, Ej = 
— 260 volts. Then ec max- = Eg — Ec == 740 volts. 
The plate voltage amplitude also is doubled, Ep = 
2 X 5,200 = 10,400 volts. Therefore, the minimum value 
of plate voltage, eb min- = Eu — Ep = 1600 volts. The 
values of ee max- and Cb min- locate the point C. The 
dynamic characteristic line for the crest condition is then 
AC as shown in Fig. i. 

A tabulation of the results of the calculations for the 
line AC is as follows: 


Average plate current 

Ib 

1.284 

amperes 

Power Output 

P.O. 

10.6 

kilowatts 

Power Input 

P.I. 

15.4 

kilowatts 

Plate dissipation 

Ph 

4.8 

kilowatts 

Efficiency 

n 

68.9 

per cent 

Average grid current 

Ic 

44 

milliamperes 

Grid bias 

Ec 

— 260 

volts 

Grid driving power 

Pg 

44 

watts 

Load resistance 

Rl 

5100 

ohms 


This dynamic characteristic line fulfills all of the con- 
ditions of equilibrium and should give stable operation. 
In the illustration here shown the carrier condition has 
been calculated first. Actually it is more convenient to 
assume four times the carrier output and to compute the 
crest condition. The carrier condition is then checked to 
see if it agrees with the crest condition. This procedure 
is repeated until a dynamic characteristic is obtained that 
satisfies the conditions of equilibrium. 

ALTERNATE METHOD* 

A simplified method has been published by W. G. 
Wagener on computing the performance of transmitting 
tubes. By analysis of actual current pulses obtained in 
tubes it was found that the plate cufrent pulse followed 
closely a sine wave and that the grid current pulse approx- 
imated a squared sine wave. 

Take the carrier conditions the same as previously 
determined, Eb= 12,000 volts, L = 0.640 amperes, 
Eic = — 260 volts and the angle e ninety electrical degrees. 
At the crest, the tube output and input currents are 
doubled. 

Then at the crest, L = 1.280 amperes, Ei, = 12,000, 
Et = — 260, and 0 = 90 degrees. For 90 degrees, ip 
lnax*/lb 3*t4) ^nd Ip/Ib = t.57* 

ib max- = 3.14 X 1.280 = 4.02 amperes. 

From the plate characteristic curves of the tube, take 
the maximum current point at the minimum plate voltage 
Cb alia- = 1600 volts. The grid voltage at this point 
Cc max- = 740 volts. From the grid characteristic curves 
at a plate voltage of 1600 volts and a grid voltage of plus 
740 volts, the maximum grid current, ic max- = 0.37 
amperes. 

Ep = 12,000 — 1600 = 10,400 volts 
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At the carrier, Ib = 0.640 amperes, Eb = 12,000 volts, 
and 0 = 90 degrees. 

•b mai == 3.14 X 0.640 = 2.01 amperes, 
but the plate swing is one half of the crest value, 

Ep = 1/2 X 10,400 = 5,200 volts. 

Therefore, 

Cb nUn- = 12,000 5,200 = 6,8oO VoltS. 

From the plate characteristic curves, at ib max- = 2.01 
amperes and Cb mio- — 6,800 volts. 

Cc max- = + 240 volts. 

From the grid characteristic curves at a plate voltage of 
6,800 volts and a grid voltage of -j- 240 volts, the maxi- 
mum value of grid current, ic max.= O.OI amperes. 

The grid bias, E^ = — 260 volts is slightly above cut-off 
at the carrier and Eg = 240 -|- 260 == 500 volts. At 
the crest. Eg must be doubled and, therefore, Eg = 
2 X 500 = lOOO volts. 

It has already been shown that for the required plate 
current at the crest, ec max. must be -j- 740 volts. Thus, 
Ec = — ( lOOO — 740) == — 260 volts, which checks with 
the value assumed. 


A tabulation of the grid circuit calculations follows: 



CARRIER 

CREST 


Eg 

500 

1000 

volts 

E,. 

260 

^260 

volts 

max* 

O.OI 

0-37 

amperes 

COS^g 

260/500 = 0.52 

260/ 1000 = 0.26 



59 

75 

degrees 

ic max*/^C 

5.8 

4-7 


Ic 

0.0018 

0.079 

amperes 

Driving 

0.9 X .0018 X 500 

0.9 X 0.079 X 1000 


Power 

== 0.8 1 

= 71 

watts 

Rl 

5200 

5200 

cdims 


At the carrier we have finally. 

Ip == 1.57 X 0.640 = 1.005 amperes. 

P.O. = ^ X 1.005 X 5200 = 2.60 kw. 

P.I. = 0.640 X 12,000 = 7.68 kw. 

Efficiency = 33.9 per cent. 

The above results agree closely to those obtained from 
the calculations using constant current curves. However, 
it must be realized that the carrier conditions assumed were 
already determined as being suitable. In the case of 
this alternate method, conditions of equilibrium are as- 
sumed to exist so that for any carrier condition chosen, the 
crest condition gives four times the carrier power output 
into the same load impedance. As a check for equilibrium, 
the bias voltage should not shift between carrier and crest 
conditions. The grid driving power, in general, is higher 
for this method as the grid pulse departs from the squared 
sine wave assumed. In addition no account is taken for 
secondary emission characteristics of the tube. 

HARMONIC ANALYSIS 

The plate current curve for the calculations illustrated 
is plotted as OCA in Fig. 2. Proceeding as outlined in 
Method II, Issue No. 9 of TUBES, one half of the total 


grid excitation equals 5C» volts =• x. The values of 
grid voltage for the points at which the ordinate differences 
are to be measured are as follows: 

a == -j- 240 — (0.707 X 500) = — U4 volts 

b = -(- 240 — (0.5 x 500) = — 10 

c = -(- 240 ■= + 240 

g = + 240 -f (0.3 X 500) = 4- 390 

d = -4- 240 -f (0.5 X 500) + 490 

f h 240 4- (0.707 X 500) — + 594 

Before being able to measure ordinate differences, it is 
necessary to plot the A-C value of the modulated current. 
This is done by computing the power output for the 
values of grid voltage given in the table above. The A-C 
value of the modulation current is found by taking the 
square root of twice the power output divided by the load 
resistance. 

As an example, take the point c which is for the carrier 
condition. From the previous calculations the modulation 
current is then In, ==“ (2x2640/5100)4=— 1.01 amperes. 
In like manner the values of modulation current for the 
other points can be found. The audio envelope curve 
OPB is then plotted. Connect the ends of the curve by 
the straight line OB and measure the values of ordinate 
differences at the values of grid voltage previously given. 
The ordinate distances are in this case : a = — 2 ; b = — 2 ; 
c = o ; g = 2 ; d = 3.5 ; f = 5. By applying the equa- 
tions for the harmonics as given in Issue 9 of TUBES 
we find: 


02 

= — 0-375 

= 0.7 1 % distortion 

03 

1.830 

3-45 

04 

0.375 

0.71 “ 

05 

— 0.640 

1.20 “ 

06 

0.375 

0.71 “ 

07 

0.526 

1. 00 “ 


Total 7.78% 

and the true amplitude of fundamental frequency is: 
loi == 0.5 X 100 4- 1.83 4- .64 4- .53 = 53 
The value of distortion shown is the arithmetical sum 
and is not excessive since the geometrical sum is only 
four per cent. 

SUMMARY 

Both methods of calculation agree closely in the case 
here illustrated. The alternate method does not give a 
true picture of grid driving power especially for high 
power water cooled transmitting tubes. In either method 
several trial calculations must be made before the satis- 
factory operating condition is found, the alternate method 
being somewhat faster. In cases of operation where the 
maximum current and minimum plate voltage point is 
located in the region of crowding plate characteristics, 
the alternate method may introduce error. This condition 
occurs with tungsten filament tubes. In general the 
alternate method is satisfactory for thoriated tungsten 
type tubes and calculations in the regions of uniform 
characteristics. 
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THE DOHERTY 
HIGH-EFFICIENCY AMPLIFIER 


INTRODUCTION 

/GENERAL considerations in the design of the Doherty high-efficiency amplifier must of necessity embrace calcula- 
tion of tube operating characteristics. It is of interest, therefore, to note how the usual methods of calculation may 
be applied to tubes when used in the Doherty high-efficiency radio frequency amplifier circuit. 


FUNDAMENTAL PRINCIPLES 

References to the Doherty circuit, insofar as concerns 
the elementary theory and application, are already avail- 
able * -. Hence, it will serve here simply to review 
briefly the fundamental principles of operation in order 
that what follows may be wholly clear particularly as to 
method of procedure. 

The Doherty circuit is a variation of the familiar low- 
efficiency Class B linear amplifier. Accordingly it requires 
a previously modulated excitation voltage on its grid. It 
differs from the aforementioned amplifier fundamentally 
in that one half of the tube complement supplies prac- 
tically the entire carrier and negative peak power, while 
the other half is almost completely cut off up to carrier 
level. On fully modulated positive peaks each half of 
the tube complement delivers twice carrier power. To- 
gether they deliver the required four times carrier power 
output required for linear operation. 

The output contributions of the two tube sections are 
so divided as to cause the carrier tubes to operate as in a 
normal linear R-F amplifier over negative modulation 
peaks. In other words, RF output voltage varies linearly 
with grid voltage. On positive peaks, however, the output 
voltage remains essentially constant at the carrier-level 
value, while the output current increases to twice carrier 
amplitude. In this way, twice carrier power is delivered 
into a load impedence one half that 
of carrier value. The peak tube com- 
plement (with respect to the modu- 
lation cycle) delivers simultaneously 
little or no load on negative modula- 
tion half cycles, while on positive 
peaks it delivers power output increas- 
ing from zero at carrier level to twice 
carrier-level value at lOO per cent 
modulated crests. Thus it is seen 
that both carrier and peak tube sec- 
tions operate under identical AC plate 
voltage and current conditions at fully 
modulated crest amplitudes. 

ADVANTAGE OF CIRCUIT 

The advantage of Doherty circuit 
derives from the fact that both car- 
rier and peak tubes operate at rela- 


tively high efficiency when compared to the normal Class 
B linear amplifier. This is due to the higher AC plate 
voltage amplitudes existing over the greater part of the 
modulation cycle and to the narrow plate conduction 
angle of the peak tubes. The theoretical maximum 
carrier efficiency of the amplifier obtainable with ideal 
tubes would be 78.5 per cent, the same as the positive 
crest efficiency for a corresponding ideal low-efficiency 
linear amplifier. A carrier efficiency of approximately 
65 per cent is attained in practice. 

The peak tubes are prevented from delivering power 
on negative modulation peaks by biasing the grids appro.x- 
imately to plate current cutoff at carrier level. It will 
be noted in Fig. 1, that proper variation of output resist- 
ance of both Vi and V;. is obtained by means of the prop- 
erties of a quarter-wave impedence inverting network 
introduced between the carrier tube plates and the output 
load resist-ance Ri,. The ninety electrical degree phase 
difference between the AC plate voltages of carrier and 
peak tubes requires a compensating quarter-wave network 
between the grids to bring respective grid and pLate volt- 
ages across each tube section into phase. By the use of 
complementary networks, i. e., one phase advancing and 
one phase retarding network and by introducing the exci- 
tation voltage directly on the grids of the peak tubes, 
the required relation of excitation-voltage phase and 
amplitude between peak and carrier tubes as well as the 
necessary reduction of positive crest grid excitation volt- 
age on the carrier tube section may be accomplished. 


jX. 
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This compensating action of the gn’d network is neces- 
sary, since the required rise of carrier tube grid excitation 
voltage on lOO per cent modulated positive crests is ordi- 
narily only 40 or 50 per cent above the carrier-level value, 
as compared to 100 per cent in the linear amplifier. The 
characteristic of the grid network and its termination at 
the carrier tube grids must be such as to deliver this 
unsymmetrical voltage for a symmetrical variation of its 
input voltage, the peak-tube grid excitation, about carrier- 
level value. In addition, in some cases the required car- 
rier-level excitation voltages of carrier and peak tubes 
are not the same, the latter requiring a higher positive 
crest amplitude to compensate for a narrow plate con- 
duction angle and positive-peak saturation effects. The 
first of these effects may be obtained by partial grid-leak 
biasing of the carrier tubes or by the reduction of the grid 
network terminating resistance due to lowered tube grid 
input resistance on crests. 'I'he fixed grid voltage differ- 
ential between peak and carrier tubes may be obtained 
by proper relation of grid network constants to the fi.\ed 
terminating resistance. 

While it is apparent that this method of adjustment is 
computed for linear conditions strictly only at fully mod- 
ulated crests and over negative modulation peaks, in 
practice it has been found that the energy balance between 
peak and carrier tubes fs satisfactory over the entire cycle, 
especially when negative-feedback reduction of distortion 
is employed. 


MAXIMUM RATINGS 

It is apparent that the maximum ratings applicable to 
the carrier and peak tubes in a Doherty amplifier will 
be different. Thus the carrier tubes must operate under 
the same maximum DC plate voltage, DC plate current 
and R-F grid current as in the low-efficiency linear 
amplifier. However, since the average power output at 
100 per cent modulation is 93 per cent of carrier output, 
the maximum rated carrier plate dissipation will be 7 
per cent greater than in the conventional case. The maxi- 
mum plate input power for an spumed carrier-tube 
efficiency of 65 per cent constant over the modulation 
cycle will be approximately 85 per cent greater than for 
the low-efficiency amplifier. 

The peak tubes, since they deliver very little or no 
carrier power obviously cannot be rated on the basis 
of maximum carrier conditions, but must be rated for 
100 per cent modulation when they arc fully operative. 
Here maximum ratings for the Class C unmodulated 
power amplifier apply since its operation conforms essen- 
tially to the limits of this class. 

In general, it is apparent that the major limiting con- 
siderations of the Doherty amplifier are the maximum 
permissible plate dissipation of the carrier tubes and the 
maximum attainable peak plate current of the peak tubes. 
Another limiting factor which becomes apparent in 
amplifier design is the minimum effective grid resistance 


of the carrier tube on modulation crests, i. e., the peak 
grid current at this point. 


For Maximum Froquoney of 20 Megacycles 

CLASS B AUDIO AMPLIFIER OR MODULATOR 

D-C Plate Voltage. 20000 volts 

Maximum Signal D-C Plate Current.. 5.0 amperes 

Maximum Signal Plate Input 80000 watts 

Piste Dissipation 30000 watts 

CLASS B R-F POWER AMPLIFIER-TELEPHONY 

(Carrier conditions per tube for use with modulation 
> factor up to 1.0) 

D-C Plate Voltage 20000 volts 

D-C Plate Current 3.5 amperes 

R-P Grid Current 50 amperes 

Plate Input 60000 watts 

Plate Dissipation 40000 watts 

CLASS C R-F POWER AMPLIFIER- 
TELEPHONY— PLATE MODULATED 

(Carrier conditions per tube for use with modulation 
factor up to 1.0) 

D-C Plate Voltage 14000 volts 

D-C Plate Current 4.5 amperes 

D-C Grid Current 1.0 amperes 

R-F Grid Current 50 amperes 

Plate Input ; 60000 watts 

Plate Dissipation 30000 watts 

CLASS C R-F POWER AMPLIFIER AND 
OSCILLATOR— TELEGRAPHY 

(Key-down conditions per tube without modulation)* 

D-C Plate Voltage 20000 volts 

D-C Grid Voltage —3000 volts 

D-C Plate Current 7.0 amperes 

D-C Grid Current 1.0 amperes 

R-F Grid Current 50 amperes 

Plate Input 135000 watts 

Plate Dissipation 40000 watts 

* Modiitation essentially negative, may be used if the positive 
peak of the audio frequency envelope does not exceed 115% 
of the carrier condition value. 


FiV* Maximum Ratings— Federal F-124~A Tube, 


The conventional maximum ratings for the Federal 
F-124-A tube are shown to indicate its adaptability to the 
Doherty circuit. 
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MORE ABOUT THE DOHERTY 
HIGH-EFFiCIEJNCY AMPLIFIER 


PLATE CIRCUIT DESIGN 
Carrier T ube — Crest Condition 

Let it be. assumed that the required total carrier power 
output, tP... is 52 kilowatts, allowing for 4 per cent circuit 
losses, or 26 kilowatts per tube. For an overall efficiency, 
N, of 65 per cent at supply plate voltage, E|„ of 17500 
DC volts we have for the required peak AC plate voltage 
amplitude of the carrier tubes, 

11 

"’Ep= 100 — (iV + 4) Ei, = 17500 

ic ^ 78.5 

==15400 volts (appro.ximately ) 

It is necessary to calculate first from the published 
constant-current characteristics of the Federal F-124-A 
tube, the operating conditions of V'^i at ma.ximum power 
output, that is, at 100 per cent modulation crests to de- 
termine whether maximum grid drive power and plate 
dissipation arc permissible values. Here it is advantageous 
to use the rapid and accurate Chaffee' method of graphical 
analysis, although any of the others arc applicable. Cal- 
culations are carried out as for a Class B R-F amplifier 
operating at (2 tubes) : 

D-C Plate Voltage, Ei, = 17500 volts 

D-C Grid Bias Voltage, E,. = — 480 volts 

A-C Plate Voltage, "'£,,= 15404) volts 


Since crest power output, P„ = 2 x carrier P„ = 104 
kilowatts 

2P., 

A-C Plate Current, "’1,, = 

ni JT 
r-li 

2 X 104 

= = 13.5 amperes 

15400 

which from constant-current curves is given by 


Also, 


■"I,, = 2 X— ^ 14.0 +.^3 (13-4) -f 5 jj 


D-C Plate Current, L 


I 


[ 


2 x — I 14.0 -f- 2 X 13.4 4- 2 X 5 
12 

8.48 amperes 


] 


A-C Grid Current, '"Ig 


2 X 




3 (—0.1) + (—0.1) 


1 


= 0.5 amperes 


D-C Grid Current, L 
= 2x— 1.8 4- 2 (—0.1) +2 (—0.1) 

= 0.23 amperes 
A-C Grid Voltage, "’Eg 
= 790 — ( — 480 volts) = 1270 volts 
from which, 

D-C Plate Input Power, Ph = 148 kilowatts 
Total Plate Dissipation, P|, = 44 kilowatts 
Plate Efficiency, N — 70 per cent 

A-C Grid Excitation power, Pg 

0.5 X 1270 


2 

“ 3 1 8 watts 

Minimum Effective Grid Resistance, Rg 

1270 

2 540 ohms 

0.5 

Effective Plate Load Impedance, Zl 

15400 


13-5 

= 1140 ohms 

Actual Output Load Resistance, Ri, 

1 

2 

= 570 ohms 

It may now be seen that crest plate dissipation and drive 
power are acceptable values, 22 kilowatts and 159 watts 
per tube respectively. 

Impedance Inverting Network 

At this point the network constants are determined. 

The properties of quarter-wave networks of interest in 
this case arc expressed as follows: 

X2 

Zx (I) 

Z2 

Zo 

E2=Ex (2) 

X 
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Where Z,, Ej and Z^, Eo are input and output imped- 
ances and voltages respectively, while X is the reactance 
of the network elements. 

Since at crest the plate voltage swings and load imped- 
ances of V] and \’’i; are the same, from (2) above we have: 

X = Zi, = 2 Ri. == 1 1 40 ohms ( 3 ) 

From (0 it is seen that if Vi delivers the total carrier 
power of 52 kilowatts into the actual output resistance 

1 

— Zl through the quarter-wave network it will be operat- 

2 

ing into an effective plate impedance 

(2R,y 

Z 4 Rl ohms (4) 

Ri. 



fig. 1. Current Characteristics of Federal f-12‘f-A Tube ‘with 
Operating Load Lines. 

A: Carrier Load Line for Vj^. 

B: Crest Load Line for Vj. 

C; Crest Load Line for Vj. 

Carrier Tube — Carrier Condition 

Expression 4, gives the calculated carrier load imped- 
ance of the carrier tubes for ideal conditions. 

In practice, Vj will be allowed to contribute a small 
fraction of the carrier power and to effect this the output 
load resistance, Ri. is made slightly higher than the value 
of X. This small variation may be made during adjust- 
ment of the transmitter by tightening or loosening the 
load coupling. 

Computation of carrier conditions of Vi for the load 
impedance of 4 Rr, = 2280 ohms and "’E,, = 15400 volts 
gives the data in Fig. 2, first column. 


Peak Tube 

Computation of operating conditions for the peak tubes, 
V2, begins from the fact that they are biased so as to 
begin delivering power to the load only when the carrier 
level is exceeded. Thus at carrier level it is necessary 
to have a negative bias equal approximately to the sum 
of the carrier-tube AC grid voltage amplitude, ic'"Eg, 
and cut-off bias voltage for Vo at the crest of its carrier- 
level plate voltage, L.t."’E,„ which is determined by the 
impedance relations of the quarter-wave network con- 
necting the plate circuits of Vi and Vg given by expres- 
sions (i), (2), and (3). 

At carrier level since Vo is non-conducting, from (2) 
and (3) 

2eEp = (icEp) (5) 

2 

1 

= — ( i5^C)o) = 7700 volts is the peak 

2 

AC plate voltage of Vo. Thus a corresponding instan- 
taneous voltage across Vo of 

(Eh — oe^^Ep) = (17500 — 7700) = 9800 volts 
obtains, for which the cut-off bias is found to be — 280 
volts. 

The second determining condition of Vj is that twice 
carrier power must be delivered into the load at lOO per 
cent modulation peaks. The positive-crest load imped- 
ance and voltages are : 

oitZl == 2Rl 

-ocrEp = IcEp 

The grid bias voltage of V’^o remains fi.xed at its carrier 
value. 

Crest condition data for Vu as computed by the Chaffee 
method is shown in Fig. 2, fourth column. 


GRID CIRCUIT DESIGN 

From the above it is seen that a grid excitation voltage 
rise above carrier cut-off bias equal to 910 — ( — 290) = 
1200 volts is required. Since the modulated exciting 
voltage is impressed on the grid of Vo, a peak drive 
voltage on crests of twice this or 2400 volts must be 
applied. 

To obtain linear operation of the amplifier, a carrier- 
level grid voltage of 920 volts is required on Vi. This 
voltage must rise to 1270 volts on modulation crests while 
that on Vo doubles from 1200 to 2400 volts. This 
variation may be obtained by terminating the phase- 
advancing quarter-wave network of Fig. i, with a fixed 
loading resistance, Ri, in parallel with the variable AC 
grid input resistance, R,.., of tubes Vi. The constants 
X and Rl are determined as follows: 


From, 

Rl 

1 cEg = 0(.Eg 

X 


is obtained, 

0. .Eg 1 200 

X Rl = Rl = 1.3 Rl 

1. Eg 920 


(6) 

( 7 ) 
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Vi (2 -tubes) 

Vi> (2 tubes) 



Carrier 

Crest 

Carrier 

Crest 


D-C Plate Voltage, Eh 

17500 

17500 

17500 

17500 

volts 

D-C Urid Bias, 

— 480 

— 480 

—1490 

—1490 

volts 

A-C Plate Voltage, 

15400 

15400 

7700 

15400 

volts 

A-C Plate Current, "Ip 

6.76 

13-5 


13-5 

amperes 

Plate Power Output, P„ 

52 

104 


104 

kilowatts 

D 4 .'. Plate Current, lu 

4-15 

8.48 


7.46 

amperes 

D-C Power Input, Pi, 

72.5 

148 


131 

kilowatts 

Plate Efficiency, N ’ 

72 

70 


79-5 

per cent 

Plate Dissipation, Ph 

20.5 

44 


27 

kilowatts 

D-C Grid Current, Ic 

0 approx. 

0.23 


0.35 

amperes 

A-C Grid Current, Ig 

0 approx. 

0.50 


0.76 

amperes 

A-C Grid Voltage, "’Eg 

920 

1270 

1200 

2400 

Volts 

A-C Grid Excitation Power, Pg 

0 approx. 

318 


910 

watts 

A-C Minimum Effective Grid 






Resistance, .Rg 


2540 


3160 

ohms 

Effective Plate Output 






Impedance, Zi. 

2280 

1 140 


1140 

ohms 


Fig. 2. Calculated Operating Data. 


Since the total effective resistance terminating the grid 
network on crests 


Ri Rg 

Ri 4' Rg 


( 8 ) 


while on carrier, 

cR •= Ri 


and also since, 

SfrEg = 2 (2cEg) 

we have from ( 6 ), 

lerEg Rg 

2 (9) 

icEg Ri 4 " Rg 

But, 

IcrEg 1270 ^ 

leEg 920 

Thus, 

Ri = 0.45 Rg ( 10) 

From Fig. 2, second column, it may be seen that the 
minimum AC effective grid resistance of Vi at crest, Rg = 
2540 ohms, giving 

Ri=ii40ohms (11) 

Hence, from (7) we determine the network series and 
shunt reactances. 

X= 1480 ohms (12) 


With the determination of these constants the funda- 
mental conditions for linear operation of the Doherty 
amplifier have been met. 

The total ma.\imum grid drive power required is the 
sum of computed values to Vg and Vj, plus the power 
consumed in Rj. This latter is 

(icrEg)^ (1270)2 

P =— 700 watts 

2R1 2 (1140) 

Thus the total grid excitation power at crest equals, 

UrPg 4 - aerPg 4- R “ 318 4- 910 4- 700 = iy28 
watts. 
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FILAMENT HEATING TRANSIENTS 

u introduction 

QHbERVyiONS upon the transient effects in tungsten filaments contained herein are the result of considerable 
ten .S'k hc'mofor ia new .nd has no. 

Ihe maximum starting current amplitude obtained 

NIY1 a /'rxnol-o r>» «. . *11 r • 


PRACTICAL CONSIDERATIONS 

In practice the problem of filament starting transients 
IS brought about by the fact that the hot or operating 
resistance of a tungsten filament at 2500°K. is approxi- 
mately thirteen times its room temperature value. Opera- 
tion of such a filament from a constant voltage source 
requires some type of limitation of the starting current to 
protect the filament structure from destruction by the 
large magnetic forces set up. 

Devices commonly used to overcome this difficulty are 
igh reactance filament transformers and starting resist- 
ances in series with the filament transformer primary cir- 
cuit, which may be shorted out in one or more steps. In 
either case the starting current is usually limited to from 
twice to one and one half times normal operating current 
depending upon the tube structure. 

The factors of chief interest in the design of these 
devices are the maximum current amplitudes obtained and 
the current-versus-time characteristic of the filament dur- 
ing the starting cycle. 



f & UUlctlllCU 

constant voltage source will, of course, be determ- 
ined by the total series impedance of the tube and source, 
that IS, by the series resistance of the tube filament at the 
starting temperature and the resistance of connecting leads, 
plus the total internal impedance of the voltage source.' 
From a knowledge of the first two constants for a given 
operating voltage and current, the internal impedance of 
the voltage source required to give the desired current 
limitation may be determined. 

■ step-start systems, it is necessary to know 

in addition to the above information, how the filament 
starting current varies with filament temperature for a 
given applied voltage. It is desirable to know also, how 
the filament temperature varies with time after it has 
been connected to a voltage source of a given internal 
resistance. 

FILAMENT CIRCUIT DESIGN 

The curves appearing in Fig. i, show the relation 
between current and instantaneous temperature for a 
tungsten filament designed to operate at 2500°K. Curve 
A gives this relation when rated voltage is applied to the 
filament, while B, gives it for half normal applied voltage 
From these curves the desired operation of a two-step 
filament supply may be determined. Thus in following 
curve B, it is noted that the filament attains closely its 
maximum half-voltage stable temperature of 2000°K. at 
DO per cent of rated voltage operating current. If at 
this point rated voltage is applied, an instantaneous cur- 
rent rise to 130 per cent of normal will be obtained as 
indicated by the difference in the ordinates of curves A 
and B corresponding to a temperature of 2000°K. Since 
a rise to 130 per cent of rated current is less than required, 
in order to reduce the heating cycle time the change-over 
from hdf voltage to full voltage may be made at a point 
where the limiting current rise is just obtained. F'or twice 
normal current this point is at ordinate c — c at I400°K. 

T his point enables the most rapid application of filament 
voltage within the required current limits. 

Of course, in this case the current transient resulting 
from the application of half voltage across the cold fila- 
rnent, approximately' 650 per cent of normal, is excessive 
since constant voltage supply sources only are considered 
here. Actually the series resistance of the voltage source 
on the half-step would be made,,such as to limit the initial 
current to twice normal. In this case the filament would 
approach its half-voltage stabilization temperature along 
some curve lying below B. 

A curve relating filament resistance with temperature 
has been plotted and is shown in Fig. 2. An illustration of 
Its use in the design of a step-start filament supply follows. 

Assume that a 20 volt, 50 ampere filament whose normal 
operating temperature is 2500°K. is to be started in two 
steps without exceeding twice rated current. The fila- 
ment voltage supply has as its source a 20 volt transformer 
having a primary voltage of 220 volts. It is noted that bv 


r 
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fig. 2. Per Cent of Normal Operating Resistance fat 2500° K.) 

as a Function of Temperature for Tungsten Filament. 


inserting series resistance equal to 
tliat of the filament at point c of 
curve B, Fig. i, the rise in current 


The foregoing example represents the smallest value of 
series resistance which will give the desired limitation of 
starting current, and will thus result in the most rapid 
heating of the filament. Greater resistance than this may 
be used up to the resistance at the half-voltage stabilization 
temperature, in this case approximately 2000°K., but a 
somewhat longer heating cycle will be necessary. 

The operation of a high reactance transformer in limit- 
ing filament surge current is similar in effect to that of the 
step-start resistance excepting that a continuous variation 
of the heating current is obtained without the necessity 
of shorting out primary resistance. The high leakage 
reactance drop of the transformer takes the place of the 
limiting resistance. Thus a filament transformer having 
50 per cent impedance drop would give the same twice 
normal current limitation as the two step one half voltage 
start method described. 

In practice it would seem that the initial current surge 
to the cold filament when voltage is first applied is con- 
siderably reduced by the inductive voltage drop because of 
the rapid rise of current at this point. This effect is in- 
dicated in the curves appearing in Fig. 4, where the cal- 
culated initial current maxima at t = 0 are 8.2, 4.8 and 
2.6 times normal current for curves A, B and C, respec- 
tively, while the respective measured ratios are 3.7, 3.1 
and 2.05. Thus it appears that even with a relatively 
low-reactance voltage source a current limiting effect is 
obtained. 

STABILIZATION TIME 

The time required for a filament to obtain a given 
temperature after application of voltage is of interest in 
determining the length of heating cycle, dissipation of 
limiting resistors and timing of resistance shorting con- 
tractors. No precise method for the calculation of the 
heating time is available for direct application to this 
problem, but a discussion of the factors involved and their 
correlation with experimentally determined values may 
be useful. 


upon shorting out the limiting re- 
sistance will equal exactly the twice * 
rated current maximum permis- 
sible. It is also seen that the in- 
itial current maximum to the cold ^ 
filament (2q3°K.) will equal rated 
filament voltage divided by the cold 
filament plus limiting resistance 3 
value. j 

m 

Knowiri^j that the normal op- 2 
crating resistance of filament at o 

2500° K. — — or 0.4 ohms, it is 5 

50 ^ 1 

found that its resistance at 1400 > 

and 293° from Fig. 2, to be 50 per 5 
cent and 7.4 per cent, respectively, 
of that value, or 0.20 and 0.03 
ohms. The initial cold filament t 

20 

current surge will thus be == 

0.23 

87 amperes. The required series 
limiting resistance in the primary 

circuit X 0.2 = 24.2 ohms. 
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FILAMENT HFATINC TIMF-SFCONnS 

Fig. 3. Logarithmic Plot of Filament Current Versus Heating Time of F-116 Tube Fila- 
ment. Filament Voltage Increased Suddenly from Half to Full Voltage at t — 0 . 
Series Resistance — 0.026 ohms. 


PAGE 37 



HANDBOOK OF TUBE OPEBATIOX 


A discussion of the problem of 
transient phenomena in heated fila- 
ments and the derivation of equa- 
tions for their determination is 
given in a paper by Jones and Lang- 
muir', from which the following 
notes have been obtained. In this 
paper the following expression is 
given for the time, t, required for 
a filament operating at tempera- 
ture, (T-Ao) to attain the tem- 
perature (T-AT), where Ao is 
the total temperature rise. 

2.J03 Ao 

t = logio (seconds) 


at 


in which 


W 

n » » 11 


n,,.W, 


a == 


HT 


where W„ is the ^vatts electrical 
power input to the filament, 
and n,i the exponential pow- 
er of its variation with re- 
spect to temperature ; 

\Vh is the watts energy ra- 
diated per second and n„ 
the exponential power of its 
variation with temperature ; 

H is the heat capacity of the filament in watt 
seconds per degree. 

While the above expression is applicable to tungsten fila- 
ments it gives accurate results only for relatively small 
values of AT and Ao. The problem of sudden application 
of voltage to cool tungsten filaments involves large changes 
of T. Calculation, by means of this equation, of the 
stabilizing time for the filament of a Federal F-i 16A tube 
after increase from half to full voltage gives results ap- 
proaching those obtained experimentally. Fig. 3, shows a 
comparison of the calculated current-versus-time curve 
with that obtained from oscillographic measurements. 
The temperature rise in this case is from 2100° to 2500°. 
Calculations involving larger temperature changes do not 
agree satisfactorily with measured results. 

It is perhaps of interest to analyze the expressions for 
V2 

a and t. W,i = — is the power input to the fiilament, 

where V and Ri are the voltage across and the resistance 
of the filament at temperature T, and is equal to the 
power radiated, W,,. H, the heat capacity of a round 
tungsten wire filament is expressed by K d2 1, where 
d = wire diameter and 1 the wdre length. When an ex- 
ternal resistance, R2, is connected in series with the fila- 
ment na = nu ( ^ ) , where nR is the exponential 

V Ra + R] / 



1.0 1,2 

FILAMENT HEATING TIME -SECONDS 

Fig. 4. Plot of FilameM Current Versus Pleating Time of F-320-B Tube Filament for 
Three Different Series Resistance Values. 

A: Series Resistance 0.026 ohms — Ef = 22.4 volts. 

B: Series Resistance 0.084 ohms — Ej = 24.9 volts. 

C: Series Resistance 0.267 ohms — Ey = 33.4 volts. 

It is seen that the time required to raise the temperature 

to (T — AT) is directly proportional to the square of 
filament diameter, length, resistance and the logarithm 
of the total temperature rise to the temperature increment 
AT. It is inversely proportional to the square of the 
applied voltage and the term 


r , 

/ R2 — Ri\ 

1 

[ Hr I 

V R2 + Ri / 

— nw 1 


The latter term decreases with increase of series resistance 
R2, hence the heating time is greater for larger values 
of series resistance. 

Fig. 4, shows the current-versus-time curves for the 
0.035" diameter tungsten filament of a Federal F-320-B 
tube for three different series resistances for a normal 
temperature voltage of 21.5 volts. Curves A and B, 
correspond to connection to low internal impedance volt- 
age sources, while curve C corresponds to operation from 
a source having an internal resistance equal to 50 per cent 
that of the hot resistance of the tube. In spite of the open 
circuit voltage of the filament transformer being equal to 
33.4 volts, it is seen that the initial current amplitude is 
only slightly in excess of twice normal current. These 
curves were obtained from actual oscillographic meas- 
urements. 


. Ra -i- Ri . 

variation of filament resistance with temperature. In- 
serting these expressions in a, the expression for t may be 
written as 

K'Ri T d2 1 Ao 

t = — logic — 

R- — R, \ 1 AT 

V2 ‘ 




Reference : 

1. Jones and Langmuir, G. E. Reniiev), June, July, August, 1937. 
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MULTIPHASE FILAMEINT OPERATION 


M ultiphase filaments in transmitting tubes were introduced to the industry a few years ago as a result of the trend 
toward complete alternating-current operation of transmitting equipment. Two principal advantages were claimed for 
them; a balanced load on the power lines and a lower hum level. The increase in the power of transmitters with the attendant 
increase in the size of tubes has added to the appeal of these arguments. 

Experience with the operation of transmitting tubes employing multiphase filaments has revealed that one of these reasons is 
actually false and that there are disadvantages which far outweigh the remaining one. 


HUM MODULATION 

The most important of the advantages claimed for multi- 
phase filament operation with the current emphasis on high- 
qujility, low-noise-level transmission is that of reduction in the 
level of the hum modulation due to filament heating current. 
Such modulation is caused almost entirely by the magnetic 
field of the filament. Since this field increases with the magni- 
tude of the filament current it would be expected to assume 
greater importance as the size of the tube increases. 

It was for this reason that an investigation was carried out 
at Federal to determine the relative hum modulation due to 
filament excitation to be expected from different types of 
power tubes under various operating conditions. A series of 
measurements was made with the tubes in a self-excited oscil- 
lator operating on approximately 520 KC. The plate supply 
consisted of a three-phase, full-wave rectifier with sufficient 
filter to give a plate voltage ripple 70 DB below the rectifier 
DC voltage output. Hum modulation of the carrier was meas- 
ured with a General Radio Type 731-B modulation monitor 
using an external 50 ua meter in series with the 600 ua meter 
contained in the monitor. The instrument was calibrated for 
the new low range. Carrier modulation as low as 70 DB 
below carrier can be read quite accurately by this method. 
The hum modulation for each type of tube was measured 
over wide ranges of plate voltage, plate current, grid bias, 
and grid swing. In the case of multiphase filament tubes, 
measurements were made with single phase, three-phase, and 
six phase filament excitation. 

The data obtained show a good correlation between hum 
modulation and grid saturation. Examina- 
tion of the data suggested that if a con- 
venient measure of the degree of grid 
saturation could be set up it would be pos- 
sible from similar data for a given type of 
tube to predict the hum modulation due to 
filament excitation for any set of operating 
conditions. 

The region of grid saturation may be denned 
as that portion of the tube characteristic in which 
with a constant load impedance a positive incre* 
ment in grid voltage results in either no change 
or a decrease in plate current. This mode of 
operation produces a plate current pulse having a 
j 9 at top or dip at the crest. Inspection of con- 
stant current curves for various tube types shows 
that although the region of grid saturation varies 
somewhat depending on the design characteristics 
of the tube type^ it is always quite close to the 
diode line. Therefore, if we assume that the 
diode line represents the point of maximum grid 
saturation for any plate voltage and load impe- 
dance, we may say that the ratio of the length of 
the operating line under any given condition to 
the length of an operating line of the same load 
impedance extending to the diode line is a measure 
of the degree of grid saturation for that condition. 

While this assumption is only approximate it was 
found to give a reasonably satisfactory means of 
predicting hum modulation for any selected mode 
of operating. 


Total hum modulation as measured under a wide range of operating 
conditions for each tube type under consideration was plotted against 
the degree of grid saturation. The results for multiphase-filament types 
F-898 and F-124-A arc shown in the total hum modulation curves, Fig. 
I. Inspection of these curves indicates that with these two different 
types of multiphase filament structure, when operating in the region of 
grid saturation, the hum modulation is reduced by approximately 2.5 
DB by the use of three-phase rather than single-phase filament excita- 
tion. The type F-124-A will give an additional 2.5 DB reduction in 
hum modulation when six-phase is substituted for three-phase filament 
excitation. 

While this data does show some reduction in the measured hum 
modulation level by the use of multiphase filament excitation, the sensi- 
tivity of the human ear and the characteristics of the receiving equipment 
affect the ultimate result. Ear sensitivity is concerned with the least 
intense sound that can be heard. Such a sound is said to be at the 
“threshold of hearing”. The principal hum modulation frequencies 
caused by single-phase, three-phase, and six-phase filament excitation 
are normally 120, 360 and 720 cycles per second, respectively. Pub- 
lished data on the average human ear indicates the following “threshold 
of hearing” levels in terms of DB above a reference level of ^DB at 
800 cycles per second, corresponding to a level of watts per 

square centimeter. 

720 cycles per sec. i DB 

360 cycles per sec. 10 DB 

120 cycles per sec. 30 DB 

From this it is apparent that the hum level due to single-phase fila- 

ment excitation can be 20 DB higher than for three-phase, and 29 DB 
higher than for six-phase, without being more audible to the human 
ear. Inasmuch as the greatest measured difference in hum level at 
100% grid saturation is in the order of 5 DB, the effective audible hum 
level is actually lower -in the case of single-phase filament excitation. 
These results assume the use of perfect receiving equipment capable of 
reproducing all frequencies equally. In actual practice the average re- 
ceiver will respond to 360 or 720 cycle modulation much better than 
to 120 cycle with the result that the lower frequency is still discriminated 
against. 



Typical curves shoiving total hum modulation as a function of grid saturation. 
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Present day operating practice can be counted upon to lessen still 
further the need for multiphase operation in so far as hum modulation 
is concerned. In many cases the quadrature connection of the filaments 
of two tubes each operated single-phase and used in parallel or push-pull 
will result in further reduction of the resulting hum modulation. 

This precaution should be observed in cases where the plate load 
impedance is negligible for the hum frequencies as would be the case 
for radio-frequency amplifiers. Where this condition is not met as in the 
case of push-pull audio applications, the filament voltages of the two 
tubes should be in phase since cancellation can then take place in the 
plate circuit. In class B audio applications this hum cancellation is 
realized under the conditions of zero signal where it is most important. 
On the basis of this data and considering that the present-day practice 
of using overall Inverse feedback on fixed-frequency transmitters has 
further reduced the hum modulation, the type of filament excitation 
employed is no longer a determining factor in the final carrier hum 
modulation. 

MAGNETIC FORCES ON FILAMENTS 

One of the limitations on the life of a transmitting tube filament and 
consequently on the life of the tube is its ability to withstand the forces 
to which it is subject. These forces are of three kinds: electrostatic, 
magnetic, and mechanical. Electrostatic forces are usually of important 
magnitude only in the case of high voltage thermionic rectifiers where 
the difference in potential between the filament and the anode is twenty 
thousand volts or more. In the case of the conventional triode, the 
grid-filament potential rarely exceeds a few thousand volts and as a 
consequence the electrostatic force on the filament strands is negligible. 
Forces between filamnt strands and filament sections due to the magnetic 
fields set up by the filament heating current can, however, very easily 
reach destructive magnitudes. 

The magnitude of the total force in grams between two filament 
strands of length i centimeters, spaced d centimeters and carrying 
instantaneous current amplitudes ii and 12 amperes, is given by the 
expression: 

f = 2.04 i, i 2 -J- X 10-5 (l) 

a 

It is apparent from the above expression that for equal currents, 
strand forces increase as the square of the heating current amplitude. 
These forces may become of great importance in high-power output, 
long-life tubes having a high filament-input power. Such multi-strand 
filaments must be designed so that magnetic forces on the filament 
strands are sufficiently small in magnitude as to cause no appreciable 
deformation. This is accomplished, in general, by a symmetrical place- 
ment of the filament strands and electrical connections such that the 
net resultant force on any one strand due to the magnetic fields of all 
other strands is essentially zero. 

As an example, consider a filament consisting of an even number of 
parallel filament strands equally spaced around the axis of the tube. 
Such an arrangement is shown diagrammatically in Fig. 2. For this 
configuration a simple expression for the tangential force Ft in grams 
per centimeter length, on a given strand may be obtained. 


Fit = 2.04 X 


•o’ X 


cos <l>12 + 


— + '" rf,- 1 

— - cos vm > 
din J 


•3 , 

— cos ^13 + 
di 3 


(2) 


where ii is the current in amperes in the investigated strand and in 
is the current in the nth strand and din is the distance in centimeters 
between strands 1 and n. in is the space angle between a line through 
strands 1 and n and the tangent to the filament structure at strand i. 
From inspection of equation (2) it is apparent that for equal but 
opposite direct current in adjacent strands, the resulting tangential forces 
on all strands are equal and approach zero. 

The expression for the outward normal force, Fn , on a stand is 


Fim = 2.04 X 10'’ 

— + in ■ 1 

- 7 - S'n ^in f 

din ) 

Inspection of this equation 
and Fig. 2 indicates that 
the outward forces exerted 
under the same conditions 
as considered above are 
equal on all strands and 
negligibly small. 

If, in the above expres- 
sions, we use effective val- 
ues of alternating current, 
the resultant forces will be 
the same. Similarly if we 
introduce the phase angles 
of the currents In the vari- 
ous strands we find that 
for symmetrical three- and 
six-phase filament struc- 
tures where the phase se- 
quence of strand currents 
progresses uniformly 
around the circumference, 
the tangential forces on the 
filament strands are in 
equilibrium and the normal 
force components are again 
equal and relatively small. 
We can conclude from this 
analysis that the type of 
filament structure consid- 
ered is inherently mechani- 
cally stable for direct 
current, single-phase, three- 
phase and six phase opera- 
tion so long as the strand 
currents are of equal mag- 
nitude and the phase se- 
quence uniform around the 
circumference. It becomes 
of utmost importance, 
therefore, to make the 
proper filament terminal 
connections for any type of 
filament heating power. 

MECHANICAL 
FORCES ON 
FILAMENTS 

Mechanical forces may 
be set up in a filament for 
a variety of reasons. Un- 
even heating or cooling 
rates for different parts of 
the structure may result in 
forces being set up which 
will stress the filament 
strands beyond their elastic 
limit. Other causes will 
be apparent upon examina- 
tion of typical structures. 



Fig. 3 

Type F'893 filament mount showing typical single-strand construction. 
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There arc in use two principal types of multiphase filaments. The 
first type, historically, is represented by the structure used in the types 
893 and 898 tubes and is illustrated in Fig. 3. Six symmetrically-placed 
filament strands are fastened to a center support rod at one end. A 
compression spring acts through the center support rod to keep the fila- 
ment strands under slight tension at all times. Great care must be 
taken in the assembly of this structure to assure equal tension and equal 
length in all filament strands. The diameter of each strand must be 
very accurately matched, so that in operation the filament strands will 
reach the same operating temperature and hence will all expand an 
equal amount. Obviously, if one filament strand should expand a greater 
amount than the other strands, mechanical forces will be set up within 
the filament structure resulting in deformation of one or more strands. 

So far only the manufacturing precautions necessary to minimize the 
mechanical forces with this type of filament structure have been dis- 
cussed. Probably the most destructive forces to be encountered, however, 
are those resulting from unequal filament strand currents and improper 
phasing of the currents in the various strands. The unequal strand 
currents will not only cause resultant magnetic forces which may be 
large, but will cause unequal strand expansion due to the difference in 
operating temperature. Since the strands are all fixed rigidly at both 
ends relative to one another, they are unable to expand independently. 
The resultant mechanical forces must, therefore, relieve themselves by 
deformation or breakage of one or more strands or by the shift of the en- 
tire filament structure from its vertical axis. Once a strand is deformed, 
the magnetic forces are no longer in equilibrium. In addition, subse- 
quent heating and cooling cycles of the filament keep increasing the 
mechanical stress in the structure with the eventual result of a broken 
filament strand or a grid-filament short. Any tendency for filament 
strands to evaporate at unequal rates during life and hence to become 
unequal in diameter will aggravate this condition. It should be noted 
that the same situation exists for this particular structure for single- 
phase or even d-c excitation as for three- or six-phase. 

The other principal type of multi-phase filament, represented by the 
structure used in the Federal F-124-A tube was designed to overcome 
those difficulties and is illustrated in Fig. 4. Six symmetrically placed 
folded strands are used. Inasmuch as the folded strands, or hairpins, 
are rigidly mounted at only one end of the structure and the closed end 
of the hairpin is simply guided by an elongated loop that is electrically 
insulated from the center support structure, each hairpin is free to 
expand independently of the others. This type of multiphase structure, 
while more expensive to build, has the outstanding advantage of com- 
pletely eliminating the problem of mechanical fprees set up within the 
structure due to unequal expansion of the individual elements. 

Uniform phase progression cannot be attained for multiphase opera- 
tion with this type of filament structure. A phase sequence can be 
chosen, however, such that the maximum stress on any strand is well 
within safe operating limits. Calculation of the deflection of the fila- 
ment used in the F-124-A tube indicates a maximum tangential strand 
displacement of only 10*^ mm. As in the case of the first filament 
structure described it is vitally important that the various strand currents 
be maintained very nearly equal in order to keep the resultant magnetic 
forces at a safe value. When this structure is operated single-phase, 
however, the tangential magnetic forces arc balanced, and its freedom 
from expansion difficulties makes it an extremely rugged filament. 

EFFECT OF PHASE UNBALANCE 

Experience has shown that the normal variation between phase volt- 
ages on the average power line is of sufficient magnitude to reduce 
materially the life of a multiphase filament unless elaborate means for 
continuously maintaining accurate phase voltage balance are provided. 
Means must also be provided for the immediate removal of filament 
power in the event of failure of one phase of the power line, 

. The single strand type of filament structure as used in the type 893 
tube requires that the phase voltages shall not differ by more than 0.5% 
if maximum tube life is to be obtained. The hairpin type of filament as 
used in the Federal-i 24-A tube will permit a maximum phase unbalance 
of 1%. 

When either of these types of filament is operated with single-phase 
filament power, the difficulties with phase unbalance are eliminated. In 
order to realize this advantage, however, it is important that good con- 
nections be made to the filament terminals. If poor contact exists on 


any terminal the current into that terminal will be reduced and the 
effect will be the same as for unbalance in multiphase operation. It is 
obviously also important, as has been pointed out, that the proper ter- 
minal connections be made. Experience has shown that when a filament 
structure which is designed to allow individual expansion of the filament 
strands is operated single-phase with proper observance of these pre- 
cautions, greatly improved life results as compared to multiphase opera- 
tion or to the older type of structure. Even the older type which does 
not allow free expansion of individual strands will show longer life 
when operated single phase because of the elimination of the difficulty 
of phase unbalance. 

LOAD ON POWER LINE 

The second advantage claimed for the multiphase filament operation 
was that of balancing the load placed upon .the power lines. If 
in the usual transmitter with its several power supplies and sepa- 
rate stages, consideration 
is given to distributing 
the various components 
of the load between 
phases, it will usually be 
possible to effect satisfac- 
tory balance. Compared 
to th’e economic advan- 
tages of increased tube 
life to be expected from 
single - phase operation, 
the argument for balan- 
cing filament supply load 
seems insignificant. 

SUMMARY 

The advantages of 
single-phase over 
three or six - phase 
operation of high 
power tube filaments 
may be summarized as 
follows: 

1. Single-phase operation 
results in longer life 
expectancy because of 
the elimination of the 
magnetic and mechan- 
ical forces resulting 
from phase unbalance. 

2. The effective audible 
level of hum modula- 
tion is actually lower 
for single-phase oper- 
ation. 

3. The cost of the addi- 
tional protective meas- 
ures necessary with 
multiphase operation 
is eliminated with 
single-phase operation. 

4. There is less danger 
of improper filament 
connection for single- 
phase operation than 
for multiphase. 

5. By proper attention to 
dividing the various 
parts of the total 
transmitter power load 
among the power sup- 
ply phases, any effect 
of unbalance due to 
filament supply can be 
eliminated. 

F/g. 4 

Type F‘124-A filament mount showing typical folded-strand construction. 
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FORCED-AIR COOLED TUBES 

INTRODUCTION 

T T P until the last few years, water-cooling has been applied almost exclusively to high power radio tubes. The high 
unit area dissipation and low anode operating temperature obtainable, offered the tube engineer the advantages of 
a simplified tube structure. With the development of new tube materials, manufacturing processes, and the improvement 
of glass-to-metal seals, the technical basis for the introduction of a contact-cpoled tube, operating at higher anode tempera- 
tures, was made jwssible. 


CONSTRUCTION AND APPLICATION 

Briefly, the forced-air cooled tube consists of an external- 
anode tube of more or less standard design mounted in a 
cooler unit to which it is joined by means of a thin solder 
joint of high thermal conductivity. Through the radial fins 
of this unit an axial flow of high velocity cooling air is 
forced by a blower. In the type o£ tube under discussion, 
the cooler design is such that the required air flow may be 
obtained at a very low static pressure allowing a simple 
low head type rotary fan to be used. 

The main difference between the water cooled and 
forced-air cooled tubes are their effective anode cooling 
areas and anode operating temperatures. Thus, the water 
cooled tube may dissipate between 200 and 700 watts per 
sq./in. at anode temperatures roughly between 30°C. and 
70°C., whereas the corresponding respective values for the 
forced-air cooled tube are 3 to 4 watts per sq./in. at 1 50°C. 
to 200°C. From these figures it might seem that the re- 
quired air cooling anode assembly would be of prohibitively 
large dimensions. In practice, however, through the use of 
a large number of thin fins and high air velocities, the unit 
is comparable in size to the water cooled tube with its 
water jacket and associated piping. 

In many cases, forced-air cooling may have advantages 
over water cooling. The problems of electrolysis, water 
purification, power losses through the cooling water col- 
umn and maintenance of insulating hose reels and tubing, 
are largely eliminated. The upkeep and investment in 
auxiliary apparatus, such as elaborate heat exchanger sys- 
tems, are greatly reduced, owing to the simplicity of this 
equipment for air cooling systems. 

The radio or audio frequency performance character- 
istics of corresponding types of forced-air cooled and water- 
cooled tubes are inherently the same when the maximum 
air-cooled dissipation rating is taken into consideration. 
While an air cooler may be designed for economical opera- 
tion for the full water cooled anode dissipation range, it is 
advantageous to limit its design to the normal maximum 
requirements. Thus, since the application of high efficiency 
Class B and C amplifier operation is becoming general in 
modern transmitters, the maximum dissipation has been 
taken as the nominal value encountered in these circuits for 
the rated output of the tube. From the characteristics of 


forced-air cooled tubes, as shown below, it is seen that dissi- 
pation above the rated maximum, comparable to that of 
water cooled tubes, might be safely used if the required 
increase in air flow were supplied. However, since this 
additional flow for the same cooler design results in exces- 
sive air velocity with reduced cooling efficiency and increase 
of objectionable air noise, it is preferable to adopt a larger 
cooling assembly if additional dissipation capacity is 
necessary. 

Service life for both types of tubes is primarily deter- 
mined by the evaporation rate of their tungsten filaments. 
The most important secondary limitation in either case 
is abnormal anode dissipation. In the case of water-cooled 
tubes excess dissipation results in boiling of the water with 
formation of bubbles on the anode and consequent danger 
of anode puncture. In forced-air cooled tubes, the over- 
loading phenomena is different since such discontinuities in 
the cooling medium are not created. High anode tempera- 
ture may result in melting of the film of solder between the 
anode and cooler surfaces with resulting crystallization or 
chemical decomposition and impairment of its thermal con- 
ductivity ; hence, a maximum anode operating temperature 
considerably below this critical value is specified. 

The question confronting the radio engineer as to 
whether he should use forced-air cooled tubes in a particu- 
lar installation will in most cases be decided by economic 
considerations. For normal transmitter locations in tem- 
perate regions of average ambient temperature range, par- 
ticularly in arid regions where the cooling water supply 
represents a serious problem, installation and operating 
costs for a forced-air cooled system will be considerably 
lower than in the case of water cooling. In regions of 
extremely high sustained temperatures, such as the tropics 
where extensive air conditioning equipment may be re- 
quired, and for special applications, water cooling may be 
cheapest. A brief summary of the major design factors 
involved may assist the user to safely obtain maximum 
operating efficiency of forced-air cooled tubes. 

DESIGN FACTORS 

The expression used in water cooling system design, that 
264 watts, may be dissipated per decree centigrade rise per 
gallon per minute flow, has its counter part in forced-air 
cooling problems. From the expression 
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for each design of radiator giving permissible values of, 
Q, P, ti, and, At. Fig. 1, shows such a characteristic for 
the Federal F-124-R and F-125-R’ forced-air cooled tubes 
in which, P, the plate dissipation in kilowatts is plotted 
versus, t,, the intake air temperature in degrees centigrade 
with the rate of air flow in cubic feet per minute, Q, as a 
parameter, for the designed safe maximum anode tempera- 
ture of 200°C. From these curves it is possible to de- 
termine the cooling air requirements for any particular 
installation. It is apparent in using the chart that an intake 
air temperature equivalent to the maximum seasonal am- 
bient temperature must be taken as the basis of calculation 
in determination of the required air flow and fan capacity, 
unless air conditioning equipment for maintenance of a 
lower cooling air temperature is provided for. Inspection 
of Fig. 1, indicates that for a given plate dissipation the 


ments, precautions must be taken that the true average 
rate of air flow and average temperature rise are measured, 
a somewhat more difficult problem in practice with existing 
equipment than for water measurements. 

The thermal design of an anode cooler is such that at a 
given air flow, Q, intake air temperature, ti, and air tem- 
perature rise. At, a corresponding maximum anode tem- 
perature, T, obtains. This maximum value of, T, as noted 
above, represents the safe operating limitation of the par- 
ticular anode design. Cooling charts have been calculated 


air flow required increases rapidly for the higher values of 
intake temperature. It is apparent that considerably more 
efficient cooling may be obtained at the lower ambient 
temperatures. 

The air temperature rise. At, for a given condition of 
operation for the above type of tubes, is shown for the 
intake air temperatures, ti, of 20°C. and 50°C. in the 
curves of Fig. 2. In both Figs. 1 and 2, net plate dissipa- 
tion values are shown, exclusive of the filament power 
dissipated. 


INTAKE AIR TEMPERATURE, tl , ^ 

Tig. 1 

Cooling Characteristics of Type F-124-R and F-125-R Forced-Air Cooled Tubes for Maximum Anode Temperature, T = 200°C. 


: 5.92 (ti 


where P = the kilowatts dissipated. 

At = the air temperature rise in °C., 
t, = the air intake temperature in °C., 

Q = the air flow in cu./ft./min., 
we see that the analogous rule is that 576 watts may be 
dissipated per degree centigrade cooling air temperature 
rise per thousand cubic feet per minute air flow. We note, 
however, that in contrast with the water cooling case, this 
value is accurate only for a single air intake temperature 
'F, = 20°C. For Tt = 50°C. the corresponding power 
dissipation capability will become approximately 520 watts. 
'Phis expression enables us to determine calorimetrically 
the applied anode dissipation. In making such measure- 
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In connection with the use of the curves, a difference 
between the coolinj; requirements of water cooled and 
forced-air cooled tubes is to be noted. In the specification 
of cooling requirements for water cooled tubes of a given 
de.sign and using a given water jacket, a minimum value of 
water flow is specified regardless of the actual anode dissi- 


the proper disposition of air flow is effected by provision 
of different size fans or by proper proportioning of the 
respective air ducts, the overall economy in cooling equip- 
ment capacity is apparent. 

CONCLUSION 


pation applied. This requirement must be made in order 
to assure a uniform water film of a.xial velocity sufficient 
to eliminate the possibility of bubbles and air pockets. 
Thus, when operating at reduced dissipation, a correspond- 
ing reduction of water flow is not permissible. In the case 
of forced-air cooled tubes this condition does not exist 


In the above, an attempt has been made to bring out the 
major factors of forced-air cooled tube design and such 
operating limitations as may be of interest to the transmit- 
ting station operator. A comparison has also been made 
between water cooled and forced-air cooled tube charac- 
teristics. For a more detailed discussion of forced-air cooled 
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Fig 2 Cooling Characteristics of Types F-124-R and F-125-R Forced Air Cooled Tubes for Intake Air Temperatures, 



Solid line, 50° C. 
Dash line, 20° C. 


owing to the uniformity of the cooling medium flow over 
the air velocity range used. Thus, forced-air cooled tubes 
may be operated at an air flow corresponding to their actual 
operating dissipation as determined from Figs. 1 and 2. 
This fact may effect considerable economies where similar 
tubes in the same transmitter operate at different anode 
dissipations. In the Doherty high efficiency type amplifier 
for instance, where the peak tubes operate at very low 
dissipation, the air flow to these tubes may be adjusted to 
a fraction of that of the carrier tubes. A similar situation 
may exist between the modulator and RF amplifier tubes 
of a high efficiency plate modulated transmitter. Whether 


tube design, the reader is referred to recent articles on this 
subject^ 

Forced-air cooled tubes offer the radio transmitter en- 
gineer an alternative solution to his large power tube 
problems, which may offer considerable economies in 
investment, maintenance and operating costs. 

References: 

1. March, 1940, issue of TCJBES. 

2. M. van de Beek, “Air Cooled Transmitting V'alves,” Phillips 
Tech. Rev., Vol. 4, No. 5, May, 1939.' 

3. E. M. Ostiund, “Air Cooling Applied to External-Anode 
Tubes,” Electronics, June, 1940. 


K 41 











GRAPHICAL DESIGN 
OF 

FREQUENCY MULTIPLIER AMPUFIERS 

PART ONE 


INTRODUCTION 

"VyrHlLE short cut graphical and analytical methods have been extensively developed for the more frequent 
^ applications of vacuum tubes as audio frequency amplifiers, modulators, and conventional modulated or unmod- 
ulated radio frequenc) amplifiers, less attention has been directed toward analysis of their more specialized applications. 

The aim of this chapter is to outline a graphical method for the computation of operating characteristics of triodes 
when used as frequency multiplier amplifiers or harmonic generators. 


The approximate analytical method given by Terman', 
while very rapid and convenient for approximate design, 
may not give sufficiently accurate results, particularly if 
the grid current is of special interest as for instance in the 
case of the plate modulated harmonic amplifier. The exact 
analytical method of Prince- may be used, but is rather 
cumbersome for practical use. The method set forth here 
is somewhat .simpler due to the largely graphical determi- 
nation of plate and grid currents directly from the con- 
stant-current characteristics of the tube bj- means of a 
sine scale. 

METHOD 

The general method is e.ssentially the same as that out- 
lined by Chaffee^ for the computation of the characteristics 
of conventional Class C amplifiers. Having given the 
constant-current characteristics of the tube we have a 
graph of the instantaneous plate and grid currents as a 
function of the instantaneous grid and plate voltages. 

In the case of the conventional Class C amplifier, since 
the applied alternating grid voltage and the alternating 
voltage across the plate resonant circuit are of the same 
frequency, the grid and plate current values correspond- 
ing to a given time, t, may be directly determined from 
the constant-current characteristics. The locus of simul- 
taneous grid and plate voltage values is here a straight 
line drawn between the two points determined by the 
peak alternating voltage values and their zero values. 

The frequency multiplier considered here is essentially 
a Class C radio frequency amplifier having its plate res- 
onant circuit tuned to a multiple of the grid e.xciting fre- 
(piency. Since the grid and plate voltages here are of 
different frequency as shown in Fig. i, the grid and plate 
currents cannot be found directly since the locus of simul- 
taneous grid and plate voltages is a curve whose shape is 
dependent tipon the grid-plate frccpiency relation and the 
current conduction angle of the plate circuit. This curve 
may be plotted quite easily by means of a simple relation 
between the instantaneous grid and plate circuit electrical 
angles, fig and respectively, and the use of a sine scale. 

Graphical harmonic analysis may now be applied to 
the determined curves of current versus voltage, giving 
the average direct and fundamental frequency alternating 


grid currents and the average direct and harmonic fre- 
quency alternating plate currents. From these data 
harmonic power output, DC power input, plate dis.sipa- 
tion, efficiency, and plate load impedances are determined. 
Likewise, the grid drive power and grid dissipation may 
be obtained from the grid data. 
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GRID-PLATE ANGLE RELATION 

From Fig. 2, it is apparent that in addition to the alter- 
nating plate load voltage frequency being a multiple of the 
grid circuit frequency, the fixed phase angle between 
them is determined by the relation of their frequencies. 
For grid and plate angular frequencies, <og and <»p and 
grid and plate instantaneous electrical angles, Og and ^P) 
respectively, since: 


Then plate current will be conducted between instantane- 
ous plate angles 



2 2 


n B 

and tfp — 1 (4) 

2 2 


<i>p 

tag 

n 

we see from Fig. 2, that the instantaneous plate angle may 
be expressed in terms of the grid angle as 

(9p * 

- (i) 

n n 

where n equals the order of the harmonic frequency with 
respect to the fundamental frequency. 

Since the maximum values of plate and grid voltages 
are simultaneous when maximum plate current is con- 
ducted 

sin = sin = 1 

that is 

6g= ^p = — 

2 

Thus from ( i ) 

tfp ir 

n n 2 

and hence 

ir 

(n— 1) (2) 



Figure 2. Grid Plate Alterneding Foliage Relation in 
Doubler Amplifier. 


Substituting (2) in (i) we get the general expression 
for the grid plate angle relation. 



In general the instantaneous value of plate load voltage 
at plate current cutoff is then 

ep„ = ^iEpsin^ ^ (5) 


GENERAL PROCEDURE 

The approach to the design of a frequency multiplier 
amplifier will depend upon what fixed operating condi- 
tions are assumed. In many cases, particularly for lower 
amplification factor triodes, the maximum permissible 
grid bias must be adopted in order to obtain a plate con- 
duction angle which will give optimum harmonic output 
with good plate efficiency. 

Maximum harmonic output for a given plate input 
neglecting other considerations occurs for a plate current 
conduction angle approximately equal to a half cycle of 
the plate load voltage frequency. Plate efficiency, of 
course, increases with decrease of this angle. 

For illustration assume as fixed, the plate supply voltage, 
Eb, and the plate conduction angle, B. For the particu- 
lar triode used an alternating plate load voltage amplitude, 
'^Ep, is assumed such that peak plate current, **ii„ is 
conducted for peak instantaneous positive grid voltage 
-|-ee = Eb — ^Ep 


The plate voltage applied across the tube at cutoff is then 


eiM) = Eb — “Ep sin 


( 


v B 


2 2 


) 


( 6 ) 


From the tube constant-current characteristics the instan- 
taneous grid voltage, Cco, corresponding to Cba is found. 
The grid angle, 0 g„ is from ( 3 ) 



n I / jr B 
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1 




1 

e 
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Since 

Ec 

sin 0 g„ 

(8) 




me* 



and 

MEg = ~(Ee- 

■ +Cc) 

( 9 ) 


we get from (8) and (9) the required grid bias voltage 
e„o — sin Ogo 

Ec ; (10) 

I — sin Ogo 
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Next we obtain the plot of instantaneous plate and grid 
currents by selecting several points along the grid voltage 
or plate voltage axis alternating voltage interapts. If 
points are taken at 0 ,k-, etc., along the plate 

voltage axis, the corresponding grid angles tfgu, 

flgc, etc., along the grid axis are determined by (3). 
The location of these points along the axis is accom- 
plished rapidly by means of a fully graduated sine scale 
similar to that described on page 27 . 


:= sin 01, 

(11) 


== sin 0 g 

MEg 

(12) 


A curve is drawn through the intersection of lines pro- 
jected from corresponding points perpendicular to their 
respective axes. The grid and plate current pulses may 
be plotted from points along this line. 

From the curves of total instantaneous conducted plate 
and grid currents plotted as a function of the instan- 


taneous fundamental frequency angle, the direct current 
and fundamental and harmonic alternating current am- 
plitudes may be determined by harmonic analysis. Any 
of the several methods of harmonic analysis described in 
the literature may be used provided sufficiently accurate 
results are obtained. This latter point is particularly 
important in the case of frequency multiplier analysis 
since in general the conduction angles, especially the grid 
angles, are quite small and the wave forms irregular. 

The calculation procedure may be considerably short- 
ened by the determination of the current values requisite 
for the harmonic analysis directly from the constant cur- 
rent characteristic. This method will be followed here, 
and will be described in the second part of this article. 
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GRAPHICAL DESIGN 
OF 

FREQUENCY MULTIPLIER AMPUFIERS 

PART TWO 


INTRODUCTION 

TN the ■preceding chapter, a method of graphical analysis was described applicable to the exact design of frequency 
multiplier amplifiers. The underlying principles of operation were outlined and the choice of operating constants 
were discussed briefly. General expressions required in the analysis were developed and are referred to in this issue 

by number. 

This chapter continues with the application of harmonic analysis to the problem, followed by an example of its 
use in the calculation of a typical design. 


HARMONIC ANALYSIS 


In order to determine direct and alternating grid and 
plate current components it is convenient to apply 
Chaffee’s’ 13-point method of harmonic analysis directly 
to the curve drawn upon the constant current chart. The 
accuracy of this method of analysis is ample for the 
waveforms encountered in this application. Chaffee’s' 
expressions for the requited currents are: 

* r 

Ide = I ll + 212 -f 213 + 24 

24 L 


T 2i3 -1- 2i6 


[ 


I ii -f 1.93 ’3 + 1.73 '3 
12 

-f 1.41 i4 + i.-, + .516 io 


I 


Ml., 


[ 


'1 + 1-73 >3 4* 13 — is 


12 

— 1-73 i(i 


1 


[ 


Ml3 = — I ii + 1.41 io — 1.41 4 
12 


213 1. 4 1 ’8 

I 




12 


[ 


ij + if — is — 24 — is + io 


] 


(13) 

(14) 

(15) 

(16) 

(17) 


In the above respectively the 

amplitudes of the fundamental, second, third and fourth 
harmonic alternating current components of the analyzed 
current pulse in this case. The currents ii, io, etc., 
correspond to grid angles ^gi, ’^go, ^gj, etc., spaced at 15 
degree intervals along the axes as shown in Fig. 3. The 
points corresponding to these angles may be laid out 
quickly along the grid and plate axes by means of a sine 
scale. 


It must be borne in mind, however, that points along 
the plate voltage scale are laid out at fundamental fre- 
quency angle separation. Thus we know that the inter- 
cept of the plate voltage amplitude on the plate voltage 
n 

axis represents — degrees of the fundamental frequency. 
2n 

Accordingly the graduation I I on the 

\ 2 2n / 

sine scale must be placed on the abscissa point correspond- 
ing to £1, as a base point. The pmnts necessary to de- 
termine all required values of i may now be laid out. 

The vertical projections of points corresponding to 
'^Ki, ®b 2, etc., shown as ®i, ®2, etc., in Fig. 3, along the 
plate axis upon the plotted curve determine plate currents 
ipii ipsi etc., of expressions (13) to (17), from which lb 
and = Mjp afg obtained. From these values, har- 
monic power output, Po, DC power input, Pi, plate 
dissipation, Pp, load resistance, Rl, and efficiency, n may 
be computed as follows 

“Ep X MIp 

P„ = 

2 

P, = Eb X Ib 
Pp = P. — P„ 

Pb 

Pi 

“Ep 

Rn 

^Ip 

Points are laid out at 15 degree intervals along the 
grid voltage axis, knowing that the intercept of the alter- 
nating grid voltage amplitude, corresponds to 90°. 

Horizontal projections of these points, ®gi, ®g2, etc., upon 
the plotted curve determine grid currents igi, 42, etc., of 
expressions (13) and (14), from which £ and mJj = 
are obtained. From these values the grid drive power, Pg, 
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DC grid input power, Pe, and grid bias resistance, Rc, not to be regarded as an optimum design. The graphical 
may be calculated as follows relations used in the computation arc shown in Fig. 3 * 

MEjX^Ig We assume 


P. 


Eb =■ 2000 volts 


Pc -Ec X Ic 
Ec 

Re 

Ic 


MEp „ 1700 volts 
+ec = 275 volts 
/8 =210 degrees 



EXAMPLE Thus from (4) 

We shall apply the above procedure to calculation of ir 210 

a Federal F-128-A tube used as a frequency doubler. flp = — 15 degrees 

The example is purely illustrative of the method and is 22 
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Plate load voltage at plate current cutoff point by (5) 
Cpo— 1700 X sin ( — 15) — — ^440 volts 
Thus from (6), the cutoff plate voltage, 

ebo —aooo — ( — 440) — 2440 volts 
From the tube constant-current characteristics we find 
Oco — — 68 volts 
Using (7) we obtain 

®so— J ^+45 J — 37-5 degrees 

Then from (10), or graphically by means of sine scale 
we find. 

— 68 — 240 sin 37.5 

Ec — 600 volts 

I — sin 37.5 

and from (9) 

= 875 volts. 

To determine the locus of corresponding simultaneous 
grid and pldte voltages, we lay out by means of the sine 
scale, an arbitrary number of grid voltage points, ®g„ ®gb, 
etc., in this case proportional to 10 degree grid angle 
intervals. The corresponding plate angles, ®p,, ®pbi etc., 
are found from (3) and located by the sine scale. 


Applying harmonic analysis, locating the 15 degree in- 
terval points ®gi, ®g2, etc., and ®i, ®2, etc., by means of 
a sine scale as outlined in the procedure, we obtain instan- 


taneous currents 





jbl 

3.0 

amperes 

id 

1.25 

amperes 

lb 3 

3.25 

amperes 

ic2 

.60 

amperes 

ibS 

2.75 

amperes 

ic 3 

.08 

amperes 

ib 4 

0.9 

amperes 

ic 4 

0 


ibs 

0 


lc 5 

0 


IbS 

0 


IcS 

0 



Using the ib values in (13) and (15) we compute, 
I 

3.0 + 2X3.25 + 2X2.75 


Ib 


24 




“In 


12 


[ 


I 


+ 2 X 0.9 I •= 0.70 amperes 
I 


3.0+ 1.73 X 3.25 + 2.75 


] 


=-0.95 amperes 
1700X0.95 

Po — — ^ ” 807 watts 

2 


Pi — 2000 X 0.70 — 1400 watts 
Pp — 1400 — 807 — 593 watts 
807 

a •=■ = 57.5 per cent 

1400 


1700 

Rl — = 1790 ohms 

0.95 

Using the ic values in (13) and (14) we get 

Ic I 1.25 + 2 X 0.6 + 2 X 0.08 

24 L 

=-0.ii amperes 


®*Ig “ — I 1.25 + 1.93 X 0.6 + 1.73 X 0.1 
12 L 

-=0.215 amperes 
875 X 0.215 

Pg— —95 watts 

2 

Pc — 600 X 0.1 1 — 66 watts 
600 

Rc = = 5500 ohms 

0.1 1 


OTHER APPLICATIONS 

This graphical method may be applied as above to 
computation of multi-electrode and so called beam-power 
tubes operating as harmonic generators at fixed screen 
voltages. 

It is apparent that the performance of a plate-modu- 
lated frequency multiplier may be determined also by using 
the above procedure to determine operating currents, etc., 
for points on the modulated plate supply voltage. In this 
case since the load impedance must be maintained constant 
over the modulation cycle, we must resort to a cut-and-try 
computation. 


GENERAL 

The method of analysis given above shows that choice 
of relatively high amplification factor tubes is advan- 
tageous in harmonic amplifier design, since the negative 
grid bias necessary to obtain the required plate current 
conduction angle is less than for low-mu tubes. In gen- 
eral successful operation of frequency multipliers requires 
ample design of tubes to withstand the high grid voltage 
swings which must be applied to obtain optimum harmonic 
power output. 

It is likewise apparent that when the maximum per- 
missible grid bias is a limiting factor, operation at plate 
supply voltages considerably higher than that correspond- 
ing to the optimum plate current conduction angle is 
uneconomical. 

In general, and particularly in this case, it is advan- 
tageous to drive the harmonic amplifier to high plate 
current peaks and low minimum instantaneous plate 
voltages. The grid must be capable of dissipating safely 
the high dissipation encountered under these conditions and 
hence liberal tube design is required for satisfactory opera- 
tion and long life. 

The amplitude of grid drive voltage applied to a fre- 
quency multiplier is seen to be quite critically dependent 
upon the operating conditions assumed. Thus, even if 
the grid is driven to so called “saturation”, uniformity of 
tube characteristics is essential to facilitate interchange- 
ability of tubes and to maintain uniform operating condi- 
tions. 
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GMD-BIAS MODULATED RF AMPLIFIERS 

INTRODUCTION 

P REVIOUS chapters have presented methods of analysis of the Class B linear’ and Class C plate-modulated" types of 
radio frequency power amplifiers which are most widely used in broadcast transmitters. 

The general methods of radio frequency analysis* applicable to these amplifiers and methods of harmonic analysis'* 
of their modulated output envelopes have also been treated in preceding articles. 

The purpose of this chapter is to describe an exact method of analysis of the grid-bias modulated radio frequency 
amplifier. 


While this amplifier has found wide application in 
the initial modulated stage of low level modulated trans- 
mitters, it has not been as widely used as other types for 
final stage power amplification. The limited use of this 
circuit in this application has been due to its inherently 
poor efficiency when low harmonic distortion of the mod- 
ulated output is required. 

Since the advent of degenerative feedback as a means 
of distortion reduction, it appears that grid-bias modulation 
might be used at appreciably higher carrier efficiencies 
while preserving satisfactory linearity. 

In the conventional grid-bias modulated amplifier 
the grid-bias voltage is caused to vary at modulation fre- 
quency. Thus the RF grid excitation voltage which is 
impressed in series with the bias voltage is shifted cor- 
respondingly, causing a proportionate rise and fall of the 
RF plate current through the load. 

A recent variation of grid-bias modulation methods 
is so-called cathode modulation. In this system the mod- 
ulating voltage is applied in series with both the grid and 
plate circuits, thus varying both grid-bias and plate supply 
voltages at modulation frequency. The result is that the 
applied plate voltage is increased on positive modulation 
crests and decreased proportionately on negative crests. 
The permissible radio frequency carrier plate voltage 
amplitude may thus be increased above the normal grid- 
bias modulated value and a higher carrier-level output 
efficiency obtained. 

In this issue graphical methods will be applied to 
the calculation of the conventional type of grid-modulated 
amplifier. A typical comparative design calculation is 
worked out. 

GENERAL CONSIDERATIONS 

The grid-bias modulated amplifier is essentially a 
Class C RF power amplifier operated at a fixed unmodu- 
lated plate voltage. Radio frequency grid excitation volt- 
age of fixed amplitude is applied. The grid-bias voltage 
is varied in accordance with the applied modulation, pro- 
ducing a corresponding variation of the fundamental RF 
component of the plate current through the fixed resonant- 
circuit load impedance. 

As in all modulated RF amplifiers, in order to secure 
lOO per cent modulated linear operation, adjustment must 
be such that four times carrier power output is delivered 
on positive grid voltage crests, and the output falls to 
zero on negative crests. For linear operation the output 
current between these limiting points must be propor- 
tional to the grid voltage. 

To satisfy crest conditions with the load impedance 
constant, the positive crest RF plate current amplitude 


must be twice carrier value and the negative crest value 
must equal zero. Thus the RF plate voltage across the 
load impedance will also vary between these limits. 

Considerations of maximum exploitation of the power 
capabilities of the tube require it to be operated at approx- 
imately cut-off grid bias under positive crest conditions. 
Thus the carrier-level grid-bias and audio frequency 
modulating voltage amplitude shall be so chosen as to 
vary the instantaneous bias from approximately cut-off 
value on positive crest to a value which will reduce the 
RF plate current to zero on negative crests. 



Fig. 1. Output Characteristics of F-343-A as Grid-Modulated 
Amplifier using Fixed Grid Bias. 

The positive-crest RF voltage amplitude is limited by 
the considerations of linearity of tube characteristics and 
grid drive power available. For amplitudes such that the 
peak instantaneous plate and grid voltages are approxi- 
mately equal, crowding of the tube characteristic is en- 
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countered causing the RF current to vary non-linearly 
with respect to the plate voltage. At this point the peak 
instantaneous grid current, and hence the RF and AF 
grid excitation power, become excessively high raising the 
average grid drive power required and, more important, 
make driving power sources of good regulation essential. 



Fiff. 2. Output Characteristics of F-343-A as Grid-Modulated 
Amplifier using Grid-Leak and Fixed Bias. 

Poor grid drive regulation will cause a reduction in peak 
grid voltage on positive modulation crests with attendant 
amplitude distortion of the modulated output. 

GRAPHICAL ANALYSIS 

Any one of the several practical graphical analytic 
methods may be used in the design of the grid modulated 
amplifier. Since cut-and-try computation must be re- 
sorted to in this case it is advantageous to adopt the most 
rapid method. For this reason Chaffee’s ii -point har- 
monic analysis^ of the radio frequency waveforms is used, 
while his 7-point method® is used for harmonic analysis 
of the audio frequency modulated envelope. 

The ii-point analysis requires the location of instan- 
taneous total RF plate current values ib', ib'' and ib"' 
corresponding respectively to instantaneous RF plate volt- 
ages ep' = ; ep" = 0.866 ^^Ep, and ep'" = 0.5 ’^Ep, 

where ^Ep is the RF plate voltage peak amplitude. These 
points may be rapidly located by means of a correspond- 
ingly graduated sine scale^ applied to the constant-current 
characteristics of the tube used. Total grid current values 
ic', ic" and i/" corresponding to the above plate voltage 
points are also obtained. The direct, (L and L) and 
radio frequency ('^^Ip and ^Ig) current amplitudes are 


determined from the instantaneous values by the follow- I 

ing expressions: 

r "1 

Ib =— 

ib' + 2ib" + 2'b"' 1 

12 

L J 


(I) 

1 

lo = — 

ie' -f 2ie" + 2ie'" I | 

12 

L J 

“Ip = — 

(2) ' 

r 1 

ib' + 0.707 ib" -f ib'" 1 

6 

L J 

“Ig =- 

(3) 

r T 

ie' + 0.707 ie" + ic'" 1 

6 

L J 

(4) 


The power output, plate power input, load impedance, 
efficiency, grid drive power and grid circuit constants may 
now be computed for any point on the modulation cycle. 

The audio frequency harmonic content of the modu- 
lated output for a given percentage modulation is obtained 
by calculation of the RP' plate current and other operating 
values for selected points of the modulation cycle. For 
Chaffee’s 7-point method, calculations are made at instan- 



Fig. 3. Constant Current Characteristics of F-343-A shoiuing 
Load Lines for Combination-Bias Operation. 


taneous AF modulating voltages, ek, equal to -|- ^Ek, -|- 
0.7P7 ^Ek, -f 0.5 ^Ek, o. — 0.5 ^Ek, —0.707 MEk and 

— -''^Ek for the corresponding respective RF plate current 
amplitudes ^1/, 

— ^Ip^. 1 he above currents are all considered numeric- 
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ally positive, the negative sign designating current ampli- 
tudes in the negative half of the modulation cycle. The 
amplitudes of the fundamental, •'‘I,,, and harmonic, “Ipn. 
(where n designates the order of the harmonic) compon- 
ents of the modulated output current envelope arc given 
below. Here the numerical sum and difference of corre- 
sponding positive and negative half cycle amplitudes are 
indicated respectively, as: 

S' = Ml,,' 4- (—Ml,,') 

D' = My_(_My). etc. 

+ (5) 

^ c 

(6) 


(7) 


( 8 ) 


(9) 


(lo) 


5 D' D" D'" 

— + 

24 4 3 

S' S'" 

Mips = 

6 3 

D' D" 

MI„, = 

8 4 

S' S" S'" 

+ — _ 

12 2V'2 3 

D' D" D"' 

MIp„ = 

24 4 3 


For too per cent modulation, the calculated audio 
frequency components of the output are given in Table B. 

The calculated data for the two cases is given in 
Table A, while Figs, i and 2 show the plotted output 
characteristics in the two cases: 

CONCLUSION 

It is apparent from the above calculations that strict 
linearity of operation is not obtained for either the fixed or 
variable grid-bias modulated RF amplifiers above men- 
tioned. However, considerably greater linearity and 
higher plate efficiency are indicated for the variable-bias 
amplifier. 

I Fixed Combination 


Bias Bias 

Second harmonic 16 1.8 per cent 

Third harmonic 1.3 9.8 percent 

Fourth harmonic 1.5 1.5 percent 

Fifth harmonic 0.8 0.7 per cent 

Sixth harmonic 0.8 2.5 percent 

Total RMS 16.2 10.5 percent 


TABLE B 


With the use of inverse feedback compensation, the 
distortion for the latter type of operation may be reduced 
to a t alue making the use of this type of amplifier advan- 
tageous for broadcast applications. 



Fixed 

Bias 

Combination Bias 



Carrier 

-|- Crest 

Carrier 

-k Crest 


DC Plate Voltage, E,, 

10000 

10000 

10000 

10000 

volts 

DC Grid Voltage, E,., fixed 

—780 

—780 

—866 

—866 

volts 

DC Grid Voltage, E^„ leak 

0 

0 

—34 

—250 

volts 

Peak RF Grid Voltage, 

1060 

1060 

1310 

1310 

volts 

Peak AF Grid Voltage, 

530 

530 

65.0 

65.0 

volts 

Peak RF Plate Voltage,ME,, 

2800 

8000 

4250 

8500 

volts 

DC Plate Current, I,, 

0.51 

1.68 

0.63 

1.44 

amperes 

DC Grid Current, I, 

0.006 

0.038 

0.014 

0.058 

amperes 

RF Grid Drive Power, P^ 


39 

17 

146 

watts 

AF Grid Modulating Power, P,. 

- 

10 



22 

watts 

RF Power Output, P„ 

1330 

10900 

2550 

10200 

watts 

Plate Efficiency, n 

26 

65 

40 

70 

per cent 

RF Load Impedance, Rj^ 

2950 

TABLE A 

2950 

3600 

3600 

ohms 


APPLICATION 

The above method of analysis has been applied to the 
design of a grid-modulated RF amplifier using the Federal 
F-343-A tube for illustration. In each case an output of 
approximately 10 kilowatts is obtained on 100 per cent 
modulation peaks. In the first case, however, fixed grid 
bias is used, while in the second case combination grid leak 
and fixed bias is applied. 
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FEDERAL DEVELOPS TUBE 
TO MEET 

WIDE SERVICE RANGE 

INTRODUCTION 

TV TUCH has appeared concerning tube characteristics, ratings and the various factors entering into the selection of 
proper tubes for specific applications. 

It may interest readers, therefore, to trace the development of a particular tube from its inception right through 
to completion and to learn something of the many factors which must be weighed in an effort to meet specific operating 
requirements. 


REQUIREMENTS OUTLINED 

The P'ederal F-128 tube has been developed in response 
to a demand for an air cooled tube of approximately 600 
watts plate dissipation rating, that would be capable of 
providing marked improvement in plate efficiency and 
power gain over existing types. 

This tube had to cover a wide range of uses, all the 
way from low frequency marine service to high frequency 
point-to-point commercial service. 

As a starting point, it was decided that the power gain 
should be at least 20-1 and the efficiency 75 per cent or 
higher, with both conditions readily obtainable at mod- 
erate plate voltages and over a frequency range of from 
0.5 to 25 megacycles. 

For marine service in particular, high performance 
should be obtainable wfith a maximum plate voltage of 
3000 volts. At the same time, it was recognized as highly 
desirable that good performance should be obtained with 
a plate voltage as low as 1500 volts. 

All the while it was understood that in order to cover 
these requirements adequately, certain characteristics 
would be essential which at the same time would be 
beneficial to the application of the tube to radio telephone 
service. 

USING KNOWN FACTORS AS BASIS 

It is well known that in the case of any given tube, the 
possible plate efficiency increases as the drive and plate 
voltages are increased, whereas the driving power for a 
given output decreases as the plate voltage is raised. In 
order to obtain high efficiency, high output and low' drive 
power at low plate voltages, however, it is necessary to 
have a tube of high mutual conductance. 

Occasionally, driving power can be reduced consider- 
ably by the introduction of sufficient secondary emission, 
as was explained in an earlier chapter. This method has 
definite limitations, however, in that too much secondary 
emission tends to cause instability. Hence, it is much more 
preferable to obtain low drive by providing high mutual 
conductance rather than to depend upon secondary emis- 
sion to accomplish this purpose. 

A glance at the conventional family of plate curves 
published for most transmitting tubes will disclose a 


line near the plate voltage zero axis marked Eg==Ep. 
This line is commonly referred to as the composite 
diode line and is most often used as the limit of plate 
voltage and current sw'ings on any load line. Excepting 
when used as a doubler or as in other cases where high 
harmonic output is required, there is little need of swing- 
ing to the left of the diode line. 

The power output is the product of the AC components 
of plate voltage and plate current, multiplied by a factor 
dependent in turn upon the angle of plate current flow. 
These components are obtained by projecting from the 
end of the load line on the composite diode line to the 
voltage and current scales. Obviously, the more steeply 
the diode line rises, therefore, the greater will be these 
AC components and the greater wfill be the output and 
efficiency. The steeper this line is, the lower will be the 
impedance of the tube and the easier will it be to deliver 
power into a low impedance load. 

DESIGN FACTORS 

It follows that certain design considerations are neces- 
sary to provide a steep diode line or high mutual con- 
ductance. The most important of these is inter-electrode 
spacing. 

In general, it may be said that the larger the electrodes 
and the smaller the spacing, the higher will be the mutual 
conductance. i\t the same time, larger electrodes and 
smaller spacing lead to higher inter-electrode capacitances, 
notwithstanding these must be held within reasonable 
limits if the tube is to be applicable to high frequency 
service. At the same time also, it is necessary to bear in 
mind that as the spacings grow smaller, there follows a 
decided tendency toward absence of uniformity and lack 
of interchangeability among tubes themselves. 

In order to meet all of these requirements, there re- 
mained only one alternative and that was to attempt a 
number of compromises. 

Starting with plate dissipation as the first requirement, 
it was recognized that an anode of certain minimum 
dimensions would he needed to provide sufficient radiating 
surface. 

It was decided, therefore, to use the “plane electrode” 
or rectangular cross section of grid and plate type of con- 
struction because, for a given size of anode, the effective 
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spacings may be considerably less than for cylindrical 
structures of reasonable filament dimensions. Conse- 
quently, the mutual conductance would be higher with 
the “plane electrode” type of construction. 

Much has been said of late concerning the “perveance” 
of a tube. This is merely a term which defines the 
ability of a tube to pass plate current and is entirely 
dependent upon the geometry of the electrodes as illus- 
trated in its formula 

A 

G = K 

Xa Xg 

G == Perveance 

K = A constant (for the tube structure) . 

A = Effective anode area 

Xa = Effective anode radius 

Xg = Effective grid radius 


is to reduce the spacing between the grid or anode and 
the filament. Both methods, however, lead toward in- 
creased G-P capacitance and critical spacings. 

The solution of the problem lies in the fact that the 
effective values control the capacitances, hence by making 
the entire anode effective, it is possible to reduce the Xg 
factor and still retain a high G. This is what has been 
done in the case of the Federal F-iaS tube. 

The grid-filament spacing has a certain practical mini- 
mum other than the point where there is danger of short 
circuit. As an example, if the spacing between these 
two elements is too small, it becomes so critical that 
e.xtremely small variations in dimensions will result in 
large variations in characteristics. Here again in the 
design of the Federal F-128, those grid dimensions were 
determined upon, which would provide an effective com- 
promise between these two factors. 


AVERAGE PLATE CHARACTERISTICS F-128- A Transmitting Tube 



Insofar as the user of the tube is concerned, a high 
perveance means a steep diode line and a low perveance 
means a line with less slope. While quantitive^ determi- 
nations of the perveance are not easy to make from the 
published characteristic curves, a comparison may readily 
be made from the diode line in the plate family. 

It is apparent from the formula just given that the 
perveance may be increased by either one of two methods. 
One is to increase the effective anode area. The other 


TYPES OF MATERIALS CAREFULLY 
CHOSEN 

Federal F-128 has a graphite anode. This was chosen 
for several very good reasons. 

First of all, the graphite surface approaches very closely 
perfect black body radiation. In consequence, it will 
operate at lower temperature per unit area per watt plate 
dissipation. The lower temperature naturally reduces 
the tendency of other parts of the tube to warp, which 
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would result from excessive heat. More important still, 
however, is that it reduces the heat reflected back to the 
filament. 

If the heat reflected back to the filament were allowed 
to become appreciable, the result might be to raise the 
temperature of the filament above the optimum range 
when the anode is running at full rated dissipation. On 
the other hand, if allowance were made for the increased 
heat, the filament would be too cold when conditions of 
operation do not require full dissipation. 

Furthermore, the possibility of anode warpage is elim- 
inated when carbon is used and at the same time, it is 
possible to hold the dimensions to very close tolerances. 
In this case, it has been possible to take advantage of these 
several virtues attributable to carbon, since excessive plate 
dissipation and plate voltages were not among the design 
requirements. 

TYPE OF CONSTRUCTION CAREFULLY 
WEIGHED 

The grid is of the rectangular cross-section type, with 


the lateral wires notched and swedged into the vertical 
support wires. One advantage of the flat or rectangular 
cross-section grid is that it usually requires only two sup- 
port wires, which may be positioned so as to effect a 
minimum of distortion upon the field of the grid. 

The thoriated tungsten filament used in the Federal 
F-128 has been designed primarily to provide an adequate 
reserve of emission. Inasmuch as filament power con- 
sumption is usually considered of comparatively little 
importance, no special efforts have been made to hold it 
down to a minimum. 

In this filament, a total emission of twelve amperes is 
provided, thus allowing an available emission of six 
amperes. 

Examination of the plate family will show that there 
is no tendency on the part of the curves to crowd together 
at the high positive grid voltages. This characteristic is 
of great importance in classes of service where linearity 
is required and is obtained by providing adequate emission. 
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ESSENTIAL ELEMENTS 
IN 

TRANSMITTING TUBES 

INTRODUCTION 

■\ /TORE than twenty different materials are used in the manufacture of the average transmitting tube. They are 
gathered from all over the world. 

Some of them are rare and difficult to obtain. Others can be obtained in the desired quality only from 
certain localities in remote regions, thereby strictly limiting the source of supply. 


IMPORTANCE OF HIGH QUALITY 

Purity of materials ranks first in importance in the suc- 
cessful manufacture of transmitting tubes. It is the 
invisible element that determines whether tubes will stand 
up to e.xpectations. Hence, it is more important even 
than manufacturing skill, notwithstanding that workman- 
ship of the highest order obtainable is absolutely essential 
in every operation. In other words, the precision required 
does not permit of any shortcuts, but skill means little in 
the manufacture of tubes if materials of the necessary 
quality are lacking. 

For obvious reasons, it is not enough simply to buy 
materials from carefully selected sources. It will not do 
even to rely solely upon means for rigid inspection and 
elaborate tests of these materials when they arrive at the 
factory to make certain that they meet all specifications. 
Throughout manufacture, every known means must be 
exercised to prevent contamination. As an example, vari- 
ous elements after being properly treated and made ready 
for assembly must be kept under constant vacuum day 
and night until required for use. 

Frequent tests between operations during the course of 
manufacture very often disclose impurities not previously 
distinguishable. Consequently, cleanliness throughout the 
tube manufacturing plant becomes an obsession. Opera- 
tors who come into contact with the various elements 
wear freshly laundered white gloves, because contamina- 
tion and its consequent difficulties have more than once 
been traced to nothing more than a fingerprint. 

RESULTS OF IMPURITIES 

As is generally known, responsibility for a substantial 
share of the difficulties encountered with tubes during 
operation is traced to the presence of undesirable gas. 
Distinction must, of course, be made here between high 
vacuum tubes and those depending upon a specific gas to 
provide certain operating characteristics. 

In high vacuum tubes where an attempt is made to 
remove each and every molecule of residual gas the 
slightest trace of oxygen, water vapor, nitrogen, metallic 
vapors or similar gases will have undesirable and some- 
times damaging effects upon tubes and their operation. 

Obviously, purity of materials used in the manufacture 
of tubes is largely a matter of degree. In some materials, 
99.90 per cent is not always sufficient to insure satisfac- 
tory tube operation. Hence, we see the need of a full 
time chemist thoroughly familiar with materials used. 


together with the sources, components and inherent char- 
acteristics of these materials. 

Since a complete review of the various operations 
relating to the maintenance of a high degree of purity 
in all of the various elements would require many pages, 
this series will be devoted to the better known materials. 
Possibly it will contain also an element of surprise for 
those who have not visited a tube manufacturing plant 
and witnessed the various operations. 

COPPER 

Copper offers an interesting illustration. It is com- 
monly recognized in every water cooled tube and as every 
engineer is aware, copper to be employed successfully in 
transmitting tubes must of necessity be what is known 
as oxygen free copper. As every engineer also knows, 
copper has a low njelting point when compared with 
other metals. That is the reason, of course, why the 
anode of a transmitting tube must be artificially cooled. 

Frequently the question is asked whether the same 
extreme care is necessar)- in selecting copper for tube 
manufacture as applies in the case of some of the lesser 
known metals. The answer is decidedly in the affirm- 
ative. This is manifested not only in the results obtained 
during manufacture, but as well in operation and life 
expectancy of the tube while in the transmitter. 

One reason lies in the fact that truly oxygen free copper 
lends itself much more readily to a satisfactory metal to 
glass seal. Obviously, without such a seal the necessary 
high vacuum within the tube could not be maintained. 

When copper is first received at the plant, it undergoes 
a series of microscopic, physical and chemical tests. This 
determines the extent to which oxygen has been removed 
from the metal and detects oxygen which may have been 
trapped in the copper at the rolling mill. Tests for the 
same purpose are then repeated at intervals throughout 
manufacture to make certain that none has found its way 
in during handling or processing. 

There are other factors of equal importance. Occluded 
impurities would of course give off gas. The property of 
oxygen free copper of being easily drawn and formed into 
intricate shapes without damage to its grain structure is 
a decided advantage in manufacture. 

Comparison of copper with tungsten and other mate- 
rials offers some very interesting contrasts and shall be 
covered at a later date. 
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TUNGSTEN OFFERS CONTRAST 

Tungsten differs from copper in one outstanding 
respect. While copper has a very low melting point, 
tungsten has the highest melting point definitely known. 

There. are, of course, other differences. Contrary to 
most metals, metallic tungsten is not formed by a smelting 
or electrolytic process. Tungsten oxide is obtained from 
tungsten bearing minerals. This is then reduced to 
metallic tungsten in the form of finely divided particles. 

Tungsten ingots are formed by subjecting the finely 
divided tungsten first to high pressures and a very high 
temperature. After that it is swaged, hammered or 
drawn to the desired size. 

As will be seen, if impurities exist in the original 
tungsten oxide they are given no opportunity whatever 
to escape. More than that, it is safe to say that they 
are literally hammered in to stay. 

It can be seen further, that because of this process the 
final metallic tungsten does not have the characteristic 
structure of a metal which has been melted and solidified. 
On the contrary, constant hammering instead often results 
in cracks and splits not always visible on the surface and 
which render tungsten useless for tube construction. 
Hence, such material must be detected and rejected since 
it would otherwise result in costly defects. 

Tungsten is used in transmitting tubes for filaments 
and for electrical connections through the glass envelope. 
It is used for filaments because of the extremely high 
melting point mentioned earlier and because it is the 
most satisfactory material found to date which will with- 
stand the severe service necessary in high power trans- 
mitting tubes. In the case of filament leads, it is the 
most practical metal for sealing to glass because its 
temperature coefficient of expansion approaches very 
closely that of the type of glass used in such tubes. 

The presence of impurities in tungsten used in trans- 
mitting tubes just as that in copper may result in the 
formation of gas, the destruction of the sealing charac- 
teristic or both. Probably most annoying in the selection 
of fit material for tube manufacture, however, is the 
frequency with which tungsten is found to have splits 
or cracks not visible to the naked eye. As already men- 
tioned, this requires extreme care in inspection. Unless 
each and every one of these minute imperfections is 
detected microscopically before being used in the tube, 
it becomes obvious that a vacuum tight seal is not possible. 


MERCURY HEAVY METAL 

Insofar as metals are concerned, at the other end of 
the temperature scale from tungsten is mercury. Mer- 
cury has the lowest boiling point of all. This is one of 
the heaviest metals known and as everyone has observed 
is liquid at room temperature. 

It is used not only in transmitting tubes, but in con- 
densation pumps which make it possible in the manu- 
facture of these tubes to attain the very high degree of 
vacuum for the proper operation of these tubes. 

Because it amalgamates readily with several other 
metals, it is difficult to obtain mercury sufficiently pure 
for these uses. ' 

Mercury sufficiently pure for tube manufacture is not 
obtainable commercially. Gas and other harmful effects 
upon the tube elements would result from sublimation 
of impurities if commercial mercury was used. Only by 
further purification processes in the tube manufacturing 
plant is it possible to obtain mercury of such purity as 
to guarantee satisfactory life and operating characteristics 
to the tube in which it is used. 

These processes include passing the mercury in a finely 
divided stream in turn through several different chem- 
ical solutions, each of which removes even minute traces 
of given impurities. 

Following this treatment, the mercury is given a 
number of separate distillations to further insure the 
separation of any remaining extraneous matter. Even 
after this rigid treatment, a spectroscopic analysis is 
made in order to remove all question of absolute purity. 

MANY MATERIALS INVOLVED 

The materials mentioned thus far in this series obviously 
represent a very small percentage of the important mate- 
rials used in the manufacture of transmitting tubes. 

To name just a few others among metals there are, 
nickel, molybdenum and tantalum. Among the chemical 
compounds are carbonates used for producing chloric and 
hydrofluoric acids. 

Consider that these represent only a portion of all the 
materials used in the manufacture of transmitting tubes 
and then consider the fact that the manufacturing process 
throughout must be so controlled as to prevent the 
slightest contamination which would undo the benefits 
already gained and the size of the task may be imagined. 
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TECHNICAL TUBE DATA 
AND 

WHAT IT MEANS 


INTRODUCTION 

T^OR some time, it has been felt that a primer devoted to the interpretation of terms most commonly found in pub- 
lished data on tubes would serve a very useful purpose. 

For obvious reasons, the explanations contained herein are in no sense definitions. Much time has been expended 
in committee by various organizations for the purpose of defining terms to be used in literature devoted to radio. For 
those seeking precise definitions, attention is directed to the “Standards On Electronics,” published by the I. R. E. 

For the reader desiring a convenient and compact list of explanations confined wholly to the terms found in the 
average tube data sheet and intended primarily to assist in making clear the intent of the various terms used, it is hoped 
that this chapter will take the form of a handy reference. 


FILAMENT VOLTAGE 

The filament voltage given is the voltage to be 
applied at the terminals of the tube. 

In the case of tubes having bright tungsten filaments, 
the value given represents the maximum. If satisfactory 
operation can be obtained, a lower value may be used with 
increased filament life. 

In the case of thoriated tungsten, or oxide coated 
filaments, the filament voltage should be maintained as 
closely as possible to the figure given. 

THERMIONIC EMISSION 

The thermionic emission value given represents the 
total space current that can be drawn from tbe filament 
at rated filament voltage. 

This would represent the sum of the peak grid and 
plate currents. When a filament is operated at satur- 
ation the peak grid and plate currents reach the total 
emission value. 


TECHNICAL DATA 

Main Use 

R-F Power Amplifier Oscillator 

Class U Modulator 

Number of Electrodes 

3 

Filament Voltage Per Strand 
Current Per Strand 
Tyi>e 

Excitation 

13.6 volts 

68.5 ampere.s 

Multistrand Tungsten 

JJ.C, 1, 3, or 6* A-C 

Thermionic Emission 

35 amiieres 

Average Characteristic N'aliies calculate<l at 

Eb=iiO{K), Ib^ am]>eres, Ef= 13.0 volts j>er strand 

(irid Voltage (approximate) 
Amplification Factor 
.Mtitiial Conductance 

IMate KesUtance 

0 volts 

42 

141)00 niicTonih<»s 
.OM)0 ohm.s 

Approximate I.Jirect liiter-eltctriMle Cajiacitaiiccs 

Plate to Grid 29 mmf. 

<»ri(l til Filament 37 mmf. 

Plate ti* Filament 5 mmf. 

(Kerall Dimensions 
.Vraximum Leni^h 

Maximum Radius 

25 15/16 iiiches 

6 1/4 inches 

Tyj«‘ of Cooling 

VV'ater Jacket 

Water 

Standard or Federal 

TyiKj 1010-C 


Fig. 1. An illujtration of typical technical data, in this case 
covering Federal type F-124-A. 


AVAILABLE THERMIONIC EMISSION 

Because operation of thoriated filaments at satura- 
tion tends to deplete the emission rapidly it is advisable 
to limit the peak space current to some value lower than 
the total emissive capability. Hence, a figure of available 
thermionic emission is given. 

This figure makes allowance for the above effect and 
in addition takes care of the variation present in the 
emission of thoriated filaments. 

AVERAGE CHARACTERISTICS 

If all tube characteristic curves were straight lines 
the characteristics would be the same no matter where 
they were taken. Since they are not, characteristics are 
meaningless unless the point at which they are taken is 
given. 

This point is usually selected as a point which 
gives results that are representative of the performance 
under usual operating conditions. 

AMPLIFICATION FACTOR 

The amplification factor or Mu is the plate voltage 
change required to give the same plate current change as 
a unit change in grid voltage. 

This would give the actual voltage amplification of 
the tube if operated into a load of infinite impedance. 

PLATE RESISTANCE 

'I'he plate resistance is the change in plate voltage 
required for a unit change of plate current with the grid 
voltage constant. 

MUTUAL CONDUCTANCE 

The mutual or transconductance is the change in 
plate current for a unit change in grid voltage with the 
plate voltage constant. 

At any given point these three characteristics are 
inter-dependent according to the following relationships: 

Mu Mu 

= Rp ; = Gm ; Gm X Rp = Mu 

Gm Rp 
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DIRECT INTERELEGTRODE 
CAPACITANCES 

Direct capacitances are the capacitances measured 
between the two electrodes in question with the remain- 
ing electrodes grounded and the filament cold. 

Obviously, the effective capacitances in a circuit 
would differ from these \alues depending upon the other 
circuit constants. 

MAXIMUM RATINGS 

Alaximum ratings are those within which all tubes 
of a gi\en type should give satisfactory operation and 
long useful life. 

Since the actual limiting factors are not readih’ 
observed by the user of the tube, the ratings are translated 
into values that are usual!) known or can be readil) 
measured. 

Each rating is independent of the others, that is, opera- 
tion should be arranged so that none is exceeded even 
though the other conditions may be far below the 
maximum. 

Since the relationship between the actual limiting 
factors and the observable conditions varies with the class 
of operation, a set of maximum ratings is provided for 
each class for which the tube in question is suitable. 

TYPICAL OPERATION DATA 

Typical operation data is usually given for classes 
of operation commonly used with a given type of tube. 


TYPICAL OPERATING DATA 
F-124-A Transmilling Ttibe 


( l.ASS r. K-K PUWKR AMIU.IKIEK A.NU 
OS( lLI.ATOR-PI.ATE XKVDCt.ATED 
(Carrier cotulitions per ttihe for use with a modnlation 
factor up to 1.0) 

I'ilatoenl X’oltage l.Cf* volts per strand 

ll-C Plate Voltage li(MMl volts 

!)-(’ Grid Voltage - 725 volts (approx.) 

Peak R*K Grid Input Voltage 1425 volts (approx.) 

!)-(' Plate Current 5.31 amperes 

l)-C Grkl Current 0.061 amperes 

Driving Power 87 watts (approx.) 

Power Output 26200 watts (approx.) 


('L.ASS B, K K POWKR AMPLIFIER 
(Carrier conditions iht tul»e for use with a modulation 
factor lip to l.O) 


Filament Voltage 

D-(‘ Plate V’^oltage 

D-C Grid Voltage 

Peak R'F Grid Input N'oltagc 

l)-C! Plate Current 

!)•(' Grid Current 

Driving Power* 

Load Impedance 
i’ower Output 
‘ At crest of A-F cycle. 


13.6 >'oItK IK*!* strand 
17500 volts 
300 volts (approx.) 
480 volts (approx.) 
2.1 amperes 
• 0.02 ampere 

100 watts (approx.) 
2550 ohms 

13200 watts (approx.) 


Fii/. Typical Operating Data, 

These do not necessarily represent the optimum conditions 
of operation for any particular case. 

These tables are included in published tube informa- 
tion to serve as a guide in the selection of tubes for design 
purposes. 


DC PLATE VOLTAGE 

The DC plate voltage is the plate voltage as read 
on a DC meter at the tube. 

It is necessary to allow for any drop that may exist 
between the rectifier and the tube. 

DC PLATE CURRENT 

The DC plate current is the average value of plate 
current as read on a DC meter in the plate circuit. 

Unless otherwise specified the value given is for the 
carrier conditions, that is with drive on but no modu- 
lation. 

MAXIMUM SIGNAL DC PLATE CURRENT 
The maximum signal DC plate current is the aver- 
age value of plate current with a sine wave signal on the 
grid of value sufficient to provide the specified output. 

This term is usually applied only to Class B or 
AB audio operation. 

ZERO SIGNAL DC PLATE CURRENT 

The zero signal plate current is the steady value of 
plate current with no alternating voltage on the grid 
of the tube. 

PLATE INPUT 

The plate input is the product of the DC plate 
voltage and DC plate current. 

MAXIMUM SIGNAL PLATE INPUT 

The maximum signal plate input is the product of 
the DC plate voltage and the maximum signal DC plate 
Fig. 2. Maximum ratings usually appear in the form above. current. 


MAXIMUM RATINGS 
F-124-A Transmitting Tube 

For maximutn fretiueticy of 20 megacycles 


CLASS « ACDIO A.MnJKIER OR MODCLATUK 
D-C Plate Voltage 20000 volts 

Afax. Signal D-C Plate Cur. 5.0 amperes 

Max. Signal Plate Input jOfXK) watts 

Plate Dissipation 30000 watts 

CLASS It K-F POWER A.MPLlKtKK TKLKl'ilO.W 
(Carrier comlitions per tiilte for use with nn^tlulation 
factor up to 1.0) 

D-C Plate Voltage 20000 \oIts 

D-C Plate Current 3.5 amperes 

R-F Grid Current 50 amperes 

Plate Input 60000 watts 

Plate Dissipation 40000 watts 

CLASS C R-F POWER AMPl.IFlER— TKLKPHOW - 
PLATE MODl'LATED 

(Carrier conditions per tul>e for use with modulation 
factor up to 1.0) 

D-C Plate Voltage 14000 volts 

D-C Plate (Current 4.5 amperes 

D-C Grid Current 2.0 amperes 

K-F Grid Current 50 aniiieres 

Plate Input 6(M)00 watts 

Plate Dissiiiatiun 30000 watts 

CI.ASS C ILF POWF.U AMPLIFlKk A.ND O.SCILLATOK 
TKLECiRAPIlV 

(Key-<Iown conditions per tulx; without niofhilation) * 

D (’ Plate Voltage 200CKJ volts 

D-(' Grid Voltage — 3000 volts 

D-C Plate ('urrent 7.0 amperes 

D-C (Jrid Current 2.0 amperes 

R-F Grid Current 50 amperes 

Plate Input 1.(5000 watts 

IMate Dis.sipation 40000 watts 

^Modulation essentially negative, may he useil if the )>ositive 
j>eak of the audio fre<|uency enveloin; does not exceed 
115% of the. carrier condition value. 
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DC GRID VOLTAGE 

The DC grid voltage is the DC voltage, usually 
negative, used to bias the grid of the tube. This may be 
obtained from a separate voltage source or from the drop 
across a grid or cathode resistor. 

R. F. GRID CURRENT 

The R. F. grid current is the R.M.S. value of the 
current through the grid terminal stKh as would be 
measured with a thermal ammeter. 

DC GRID CURRENT 

The DC grid current is the average value of cur- 
rent in the grid circuit as read by a DC meter. 

In Class A applications where the grid is never posi- 
tive with respect to the filament there may be a low value 
of current flowing in such a direction that it would read 
on a meter with the positive terminal connected to the 
grid and the negative terminal connected to the cathode. 
This current is usually called reverse grid current. 

PLATE DISSIPATION 

The plate dissipation is the difference between the 
plate input and the tube output (obtained from adding 
the circuit loss to the net output). 

In the case of water cooled tubes, a fairly accurate 
measurement of plate dissipation can be made by measur- 
ing the water flow and temperature rise, making allow- 


ance for the grid and filament dissipation, too per cent of 
which may be assumed to be dissipated at the anode. 

LOAD IMPEDANCE 

The load impedance is the impedance presented to 
the plate of the tube. In all cases of calculated operating 
conditions the load is assumed to be purely resistive. 

POWER OUTPUT 

The power output is the product of the AC com- 
ponents of plate voltage and plate current. 

This figure is always somewhat higher than the 
measured value of power output because of circuit losses. 

DRIVING POWER 

The driving power is the average power dissipated 
in the grid of the tube and the biasing device. 

In some cases this figure is much lower than the 
power capability of the driving stage. The discrepanq’ 
may be the result of either the high peak power required 
in relation to the average or of the necessity to provide 
a high voltage swing. 

PEAK R. F. GRID INPUT VOLTAGE 

I'he peak R. F. grid input voltage or grid voltage 
swing is the peak value of the AC grid voltage measured 
from the bias point. 

This value is sometimes called the grid voltage swing. 
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CARE AND OPERATION 
OF 

MERCURY VAPOR RECTIFIER TUBES 

INTRODUCTION 

/^NCE properly installed, little attention is normally paid to the power supply of a radio transmitter. While 
it supplies the basic energy required to operate the equipment, it does not call for constant surveillance. 

It is recognized nevertheless, that by the exercise of reasonable care and by following a few simple rules, certain 
difficulties can be avoided and longer life obtained. 


MERCURY VAPOR TUBES 

Since most power supplies today consist of rectifiers 
using mercury vapor tubes, the proper care of these tubes 
is of first importance. In any event, these tubes require 
periodic replacement and if as a result of proper treatment 
this replacement can be postponed along with highly effi- 
cient operation throughout normal life, this becomes 
highly desirable. 

The suggestions which follow, therefore, are intended 
to convey a clear understanding of the operation and care 
of mercury vapor tubes required to obtain optimum results. 

INSTALLATION 

A mercury vapor tube should always be mounted in a 
vertical position with the filament connections down. In 
this position, no filament sag will be experienced nor will 
metallic mercury be deposited on the active elements of 
the tube. 

The mounting should be so arranged as to prevent 
mechanical shocks or vibrations from being transmitted to 
the tube. This prevents elements from shifting, seals from 
being strained, and the cathode coating from becoming 
loose. Any one of these conditions would reduce the life 
of the tube. 

Mercury vapor tubes are designed to operate between 
certain definite limits of ambient temperature. This tem- 
perature should be measured in the tube compartment at 
a point opposite the filament base of the tube and approxi- 
mately one foot away. 

If this temperature exceeds the maximum for the par- 
ticular type of tube, forced air cooling should be used. 
For obvious reasons, the temperature of this should be 
measured in the air stream before it reaches the tube. If 
the ambient temperature is below the minimum limit for 
satisfactory operation, heaters should be installed to raise 
it to a point within the safe operating range. 

Since most rectifiers employ more than one tube and as 
in the case of most equipment of this type space is at a 
premium, it is necessary to place the tubes quite close 
together. If too little space is left between them, heat 
radiation from one may be absorbed by the other, raising 
the mercury temperature to a point beyond the safe limit 
even though the ambient temperature is within the speci- 
fied range. A safe minimum distance between tubes is six 
inches and if possible, a still greater distance should be 
allowed for the larger tubes. 


TEMPERATURE CONTROL 

In the lower curve shown in the accompanying illustra- 
tion, it is seen that the space charge is dependent upon the 
temperature of the mercury vapor in such a manner that 
the space charge increases as the temperature decreases. 
The heavy and comparatively immobile positively charged 
mercury vapor ions normally do not contribute to the 
space current. If the vapor temperature becomes so low, 
however, that the space charge exceeds what is considered 
a critical value of approximately 22 volts, the ions acquire 
sufficient velocity in the direction of the cathode to 
result in damaging bombardment to the oxide coated 
cathode. This situation corresponds to a mercury vapor 
temperature somewhat less than 15° C. 

If, on the other hand, the mercury vapor temperature 
is increased to avoid cathode disintegration, the effect of 
such increased temperature on the so-called “arc-back” 
voltage must be considered. An arc-back is caused by 
the inverse voltage to which the tube is subjected during 
the non-conducting portion of the cycle. 

The upper curve in the illustration shows qualitatively 
the relation between mercury vapor temperature and the 
arc-back voltage. This curve shows that as the tempera- 
ture is increased beyond a point designated as the maximum 
allowable temperature, the arc-back voltage decreases very 
rapidly. 

These curves do not have particular values of tempera- 
ture or voltages noted since they are intended to apply 
generally to all sizes of mercury vapor tubes. The limit- 
ing conditions, however, can be taken from the published 
data for any particular type of tube. 

Mercury vapor tubes when used to furnish power to a 
radio frequency transmitter should be shielded from the 
radio frequency field. This field may be produced by 
direct radiation or by conduction back through the leads. 
Ionization of the mercury vapor by the radio frequency 
field may have an undesirable effect upon the cathode, but 
more important is its effect in reducing the value of inverse 
voltage that the tube will withstand. 

Mercury vapor tubes should not be mounted so that 
the glass is in contact with metal nor should the glass be 
subjected to any spray or to drops of liquid of any kind. 
This localized cooling of the glass may develop strains 
which will ultimately crack the bulb and cause failure 
of the tube. 
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TUBE PROTECTION 

The mercury vapor rectifier is essentially a high speed 
switching device which in its simplest form provides a 
closed circuit to forward current and an open circuit to 
inverse current. It differs from the high vacuum device 
in that there is no throttling action or in other words the 
voltage drop across the tube bears very little relation to 
the current through it. 

It can thus be seen that on overloads the current through 
the tube is limited only by circuib resistance and not by 
any compensating action of the tube. It is necessary, 
therefore, to provide overload protection of such nature 
as to prevent the current through the tube exceeding the 
published maximum surge current allowable for the par- 
ticular type of tube. 

Mercury vapor tubes 
are given average cur- 
rent ratings which 
specify the highest av- 
erage current that may 
be carried without dam- 
aging the emitter or 
overheating the parts. 

Such ratings are al- 
ways dependent upon 
certain specified limits 
of ambient tempera- 
ture, but this has al- 
ready been considered 
under the foregoing 
suggestions for installa- 
tion. 

Overcurrent protec- 
tion may be accomplish- 
ed by the use of high 
speed overload relays 
which act to open the 
primary circuit. Pro- 
per protection is ob- 
tained when the follow- 
ing relays are employed ; 

( I ) Instantaneous ov- 
ercurrent relays in the 
primary supply line 
which, in a three phase 
system, are placed in 
two of the three phase 
leads to insure operation when any one phase of the pri- 
mary is overloaded, (2) an instantaneous overcurrent 
relay in the grounded side of the output (D. C.) circuit 
to operate at an instantaneous value of current below the 
rated maximum surge current, and (3) a time delay over- 
current relay in the grounded side of the output circuit 
to operate on continued overload or to protect the tube 
from passing current in excess of its maximum average 
current rating for any appreciable period of time. 

If in a bank of mercury vapor rectifier tubes, one tube 
should fail even momentarily, in the inverse direction, the 
excess current through the other tubes may sputter active 
cathode material upon the anodes of these tubes, causing 
some of them to arc back. If the offender can be elim- 
inated immediately, probably no permanent damage will 
result in the other tubes. This, however, is not always 


a simple task without the aid of an arc-back indicator. 
It is recommended that an arc-back indicator be installed 
in series with each anode lead to identify the faulty tube 
in the event that arc-back difficulties are encountered. 

For maximum cathode life, rectifier filaments should be 
maintained at constant rated voltage. This voltage should 
be maintained at the terminals of the tube. \^en the 
rectifier is in operation, the filament circuit is at a high 
potential above ground, and it is dangerous, therefore, to 
install a voltmeter at the tube terminals. A third or 
voltmeter winding on the filament transformer furnishes 
a means of checking filament voltage and the relationship 
between the voltage read here with actual tube termi nal 
voltage may be determined at a time when there is no 

anode voltage applied 
to the rectifier. 

The initial current 
when starting may be 
large because of the low 
“cold resistance” of the 
filament and the me- 
chanical stress caused 
by this rush of current 
may seriously damage 
the cathode coating. It 
is advisable to limit this 
starting current to a 
value less than 200 per 
cent of rated current. 
This may be done by 
current limiting react- 
ors or resistors which 
are ultimately shorted 
out or by the use of 
special high reactance 
filament transformers. 

The filament starting 
circuit should be so ar- 
ranged that the fila- 
ments are allowed to 
rise to full operating 
temperature before the 
anode voltage can be 
applied. Operation at 
low cathode tempera- 
ture may seriously dam- 
age the active cathode 
material. An adjustable time delay relay operating from 
the filament primary power supply and having a set of 
contacts in the series with the start circuit of the anode 
voltage supply will insure proper cathode temperature 
before the application of anode voltage. 

If it is necessary to decrease the heating time to a mini- 
mum, the time delay necessary for the particular installa- 
tion may be determined in the following manner. With 
the tube in the actual circuit under consideration, a D. C. 
voltage of at least 45 volts is connected between anode 
and cathode in series with a resistor sufficient to limit the 
current to .3 ampere. The anode is connected to the 
positive terminal of the D. C. voltage source and a volt- 
meter is connected between anode and cathode. The 
filament supply switch is closed, and assuming that the 
tube was cold at the start, the time required for the D. C. 
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voltage drop across the tube to reach a constant value is 
noted. This time is measured for each of the rectifier 
tubes and the longest time measured is increased by 50 
per cent to give the shortest possible delay period per- 
missible for the particular installation. 

OPERATION 

In the event of failure of rectifier tubes, it is important, 
for obvious reasons, that spare tubes be in such condition 
that they may be placed in operation as quickly as possible. 

New tubes as received will probably have deposits of 
mercury on the active elements because of handling during 
shipment. These deposits reduce arc-back voltage con- 
siderably and the installation of such a tube in a rectifier 
might cause serious trouble and delay. 

The new tube should be given a conditioning treatment 
after which it should be mounted in a rack in its operating 
position. If for some reason the tube is later handled in 
such a manner as to again deposit mercury on the active 
elements, the treatment should be repeated. 

The treatment prescribed in the following paragraph is 
intended particularly for new tubes which are to be placed 


in operation for the first time, but it is suggested that this 
treatment be applied also to new tubes not placed in im- 
mediate service, and that the treatment be repeated every 
three months on tubes held in storage. The same treat- 
ment applies also where a tube has been operated improp- 
erly and shows a tendency to arc-back, since its condition 
may be much improved thereby. 

I'he filament must be lighted at rated voltage for 15 
minutes without any applied plate voltage in order to 
properly distribute the mercury in the tube. The supply 
voltage should be reduced to give a peak inverse voltage 
of approximately 4,cxx> volts, the high voltage primary 
circuit closed and the rectifier operated for 5 minutes, 
after which the output potential should be increased grad- 
ually during a 15 minute period to obtain the normal 
operating value. 

If the equipment does not permit of this procedure, the 
full plate voltage should be applied intermittently until 
the tube operates normally. If the tube gives evidence 
of flashing, the treating period should be prolonged so that 
stable operation may be obtained without injury to the 
tube. Operate the tube under normal conditions for 15 
minutes. 
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PROPER CARE OF 
METAL TO GLASS SEALS 

INTRODUCTION 

A 'r first thought, it may seem that the subject of metal to glass seals would hold no more than academic interest to 
the user of vacuum tubes. On the contrary, however, a basic understanding of the nature and limitations of these 
seals may contribute materially to satisfactory operation. 


HIGH VACUUM SEALS 

In transmitting tubes as in all electrical high vacuum 
devices, some means must be" provided to conduct currents 
and apply potentials to electrodes within the vacuum. 
Obviously, such conductors must be applied in such man- 
ner that they are permanently vacuum tight. 

Because of its natural properties, glass is widely used 
as all or part of the envelope in transmitting tubes and 
it follows, therefore, that it must become necessary to 
devise means of passing metallic conductors through or 
sealing metal parts to glass. 

I'he art of sealing metal to glass is not new. Long 
before any scientific data upon expansion coefficients and 
surface “wetting” characteristics was made available, 
skilled glass workers were able to make devices involving 
glass and metal sealed together. It may be said even 
today that the working of glass and metal together is more 
of an art than a science. Perhaps it should be added that 
the greater part of the scientific data on this subject avail- 
able today was derived from studies of technique that 
had proved successful before all the principles involved 
u-ere thoroughly understood. 

ADHESION 

The fundamental requirement of a metal to glass seal 
is that the glass must “wet” the metal. Putting it another 
\va\', the glass must flow out in a thin adherent sheet 
rather than collect in a globule. In the strictest sense, 
glass will not “wet” a pure clean metal surface. If the 
surface is oxidized, however, the glass will “wet” it and 
form a seal. 

One of the first successful glass to metal seals was 
made with platinum. It was believed that platinum 
would seal to certain glasses without the aid of an oxi- 
dized surface. Present day knowledge, however, leads to 
the belief that the seal is the result of the presence of a 
very stable layer of oxide on the surface of the platinum. 

It should be pointed out here that merely to oxidize 
the surface of the metal is by no means the only require- 
ment to make the glass “wet” ft and form a seal. The 
oxide must be correct chemically (most metals have sev- 
eral oxides) while physically it must be in the form of a 
thin, smooth, adherent layer. 

I'hus we arrive at the true nature of a metal to glass 
seal. The glass adheres to the oxide by dissolving a por- 
tion of its surface and the oxide in turn adheres to the 
metal by the nature of that particular oxide and its method 
of formation. Consequently, the metal oxide provides a 
cement bond between the metal and the glass and this 
principle applies to all classes of seals. 


EXPANSION 

Having provided the bond there remains the problem of 
providing for expansion and contraction. This leads to a 
division into tw.o major classifications, namely, ( i ) seals 
in which the materials have similar coefficients of expan- 
sion, (2) seals in which flexibility is provided in the 
metal to allow for a differential in the expansion coeffi- 
cients. 

Common examples of the first group are the lead-in 
wires used in lamps and vacuum tubes brought in through 
presses or button seals. In the second type are found the 
familiar copper to glass seal used for anodes in water 
cooled tubes and in some cases grid and filament leads 
as well. 

Under the first classification the seal most generally 
u.sed in transmitting tubes is made between tungsten and 
“hard glass”. Among the “hard glass” formulas there 
are several which will seal to tungsten. The expansion 
curves of some of these are shown in Fig. i. It will be 
noted that they all have one common characteristic — the 
coefficient of expansion changes with rising temperature 
causing the line to curve upward. As the expansion 
curve for pure metals is nearly a straight line, obviously 
the requirement of identical coefficient of expansion is 
impossible to attain. Nevertheless, practical seals can 
be made if the difference in expansion does not create a 
stress greater than the tensile strength of either the glass 
or the bond. This compromise places limitations on the 
size of tungsten that can be sealed through glass. Tungsten 
rod up to 0.125 in. in diameter can be used commercially 
without special technique and up to 0.250 in. in diameter 
when special precautions are observed. Sizes in excess 
of 0.250 in., however, would not be considered commer- 
cially successful. 

TEMPERATURE 

Further examination of Fig. i, discloses that at the 
higher temperatures the curves diverge sharply. Where 
this divergence becomes marked, excessive strains are set 
up which will cause rupture of the seals, thereby placing 
an additional limitation on the use of such seals. In other 
words, there is an upper temperature limit which must 
not be exceeded. 

This upper temperature limit is not imposed by me- 
chanical stresses alone. The bond between the glass and 
tungsten will be destroyed if maintained at high tempera- 
tures for long periods of time. 

Fortunately, most applications do not require tem- 
peratures above the safe limit or it is possible to so design 
the entire device that the seals are located in comparatively 
cool areas. With the increased use of larger transmitting 
tubes and more stringent service required by them it 
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Fig. 1. THERMAL EXPANSION OF SELECTED METALS AND GLASS. 
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sometimes proves necessary or advisable to provide arti- 
ficial cooling. 


ARTIFICIAL COOLING 


There are several precautions which should be observed 
when artificial cooling is used. Care must be exercised, 
for instance, to make certain that the glass is not chilled 
or cooled unevenly. In Fig. 2, is shown a method of cool- 
ing the stem of a water cooled tube. Since the source 
of the heat is within the tube and the heat is applied to 
the inside surfaces by radiation and conduction along the 
lead wires, it is obvious that a high temperature gradient 
may be created if excessive cooling is applied. 

Glass is a relatively poor conductor of heat. If too much 
cooling is applied, therefore, in the upper glass portions of 
the tube a strain will be set up in the region designated by 
“x”. In order to avoid this possibility it is necessary to 
keep the air blast between certain limits. If the arrange- 
ment of Fig. 2, is used, the air blast to be effective should 
be at least three cubic feet of free air per minute and 
should not exceed seven cubic feet per minute. These 
limits are based upon delivery through a tube or hose 
with a one-quarter inch inside diameter. A jet should 
not be used. 


Fig. 2. 


1 



Method of Air Cooling Filament Seal. 


Conceivably, the question may arise as to when air cool- 
ing is advisable. To a great extent this will depend upon 
the individual installation. If there is any evidence of 
destruction of the bond between the glass and metal, cool- 
ing is, of course, advisable. Destruction of the bond may 
be detected by examination of the lead wires through the 
glass. Deterioration is indicated by the change from the 
gold or bronze color to a dull, sooty black. 


ALLOY SEALS 

Within the past few years developments have taken 
place in the use of alloy metals having a marked curva- 
ture in their expansion characteristics. (See Fig. i.) This 
curvature matches that of certain glasses very closely, 
thus practically eliminating the problem of differential 
expansion. Bonding technique and limitations in this 
case are similar to those which apply to tungsten. 

COPPER TO GLASS SEALS 

Glancing again at Fig. i, it becomes apparent that the 
expansion coefficient of copper differs so widely from that 
of glass that rupture would be certain unless some flexi- 
bility were provided. The high ductility and low yield 
point of copper make it possible to fulfill the condition 
that stresses from expansion and contraction must not 
exceed the tensile strength of the glass. 

This is true only if the copper is moderately thin where 
it comes in contact with the glass. The thin copper 
required results in a certain amount of mechanical weak- 
ness and while the copper seals used in transmitting tubes 
today are sufficiently rugged to withstand normal hand- 
ling and usage, they may still be said to be the weakest 
point on the exterior of the tube. 

In order to make a successful copper glass seal the cop- 
per must be specially selected. The “oxygen free” or 
“deo.xidized” forms are the best suited for this purpose. 

Small quantities of oxygen in copper tend to modify the 
crystal structure of the metal in such a manner as to 
materially reduce its ductility. As the permanence of the 
seal is dependent upon the yielding of the copper during 
expansion and contraction of temperature cycles, it is 
obvious that its ductility should be maintained as long as 
possible. 

Copper that is not free from oxygen will rapidly become 
brittle and tend to fracture when subjected to repeated 
deformations. 

In addition to the mechanical effect of temperature 
cycles on copper seals, sustained high temperatures will 
tend to destroy the bond. Fortunately, there is a visible 
indication of cxce.ssive temperature. The seal will change 
color. As excessive temperatures arc approached the 
normal red color will become greenish, progressing to a 
sooty black. The greenish stage may represent the safe 
limit of operation. This applies particularly to internal 
seals which are not required to hold vacuum. 

Generally speaking, external seals should not be operated 
at temperatures such that any change of color is notice- 
able. If such conditions should be unavoidable an air blast 
similar to that described above is advisable. 

Little concern need be given to the temperature of the 
common copper glass seal between the envelope and anode 
of water cooled tubes. Here the thermal conductivity of 
the copper is sufficient to keep the seal at a safe tem- 
perature when adequate cooling is applied to the anode. 
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